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Master Plumbers’ National Convention 
. June 21, 22, 23,-1927 


¢ Calhoun—one of the beautiful lakes 
n the city limits of Minneapolis, 
convention will meet 
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KEWANEE 


GARBAGE BURNERS 


By utilizing garbage and rubbish as fuel for 
heating water, Kewanee Garbage Burners furn a 
nuisance and expense into 
an asset. The actual saving 
is from 30 to 50 per cent of 
the fuel cost when a regular 
tank heater of the same ca- 
pacity is used. 





Furthermore: The only clean and 
Sanitary way of disposing of garbage 
is to burn it on the premises where 
it originates, before it has a chance to 


decay. 


Of course. These Kewanee units 
are manufactured in the good, old 


Kewanee way —of heavy steel plate, 
riveted. 





Made in three types and fourteen sizes to Ask for Catalog No. 75 giving 
heat 200 to 2600 gallons of water per hour descriptions sizes and prices 
2 » 4 8. 


KEWANEE BOILER COMPANY KEWANEE, ILLINOIS 








Atlanta, Ga. Cincinnati, Ohio BRANCHES New Orleans, La. San Francisco, Calif. 
Birmingham, Ala. Cleveland, Ohio Philadelphia, Pa. Seattle, Wash. 
Boston, Mass. Dallas, Tex. El Paso, Texas _ Los Angeles, Calif. Pittsburgh, Pa. Spokane, Wash. 
Charlotte, N. C. Denver, Colo. Grand Rapids, Mich. Memphis, Tenn. St. Louis, Mo. Toledo, Ohio 
Chattanooga, Tenn. Des Moines, Iowa Indianapolis, Ind. Milwaukee, Wis. Salt Lake City, Utah Toronto, Ont., Caa. 
Chicago, IIl. Detroit, Mich. Kansas City, Mo. Minneapolis, Minn. San Antonio, Texas New York City, N. Y. 





STEEL HEATING BOILERS, RADIATORS, WATER HEATERS, TANKS AND WATER HEATING GARBAGE BURNERS 
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The Hardest Part 


Many things difficult to design prove easy to 
perform. — Johnson 
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VQGEL Frost Proof Hydrants and 


Closets were not the easiest thing in the 
world to design but we’d like to know 


if there is anything of equal convenience 
that is as easy to place into operation. 


ee 


That is one thing you’ll like about 
VQGEL fixtures and another thing 
you'll like will be the profits that are so 
easy to get. 


Write for YVY¥QGEL sales literature at once. 





Jos. A. Vogel Co. @ 


Wilmington, Del. St. Louis, Mo. 
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N every section of the country Wolverine 
Plumbers’ Brass Goods and Specialties 
are giving satisfaction. Goods that have 
passed rigid inspections —branded with 
Wolverine, and packed complete, ready for 
installation in Wolverine labeled boxes. 
Back of Wolverine products is the Wolver- 
ine policy of Direct-To-The-Trade Service— 
guarding against possible substitution of 
unknown or unbranded goods and assuring 
permanent protection to the Master Plumber. 
We Sell the Retail Plumbing Trade Exclu- 
sively. 





WeLverineffrass Works 


GRAND RAPIDS MICHIGAN 
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The Farmer Who “Cradles His Wheat” 


or 


The “City Chap” Who Drives Up 


with a horse and buggy to call on his girl is, in this 
modern age, no more 


Behind The Times 


than the Plumber who — some more Guides but the 
goes to repair a flush valve only Guide worth install- 
with an old fashioned guide. ing in this day and age is 
There are Guides and then the 


“Leader” Sectional and Adjustable 
FLUSH VALVE GUIDE 


BAF aMaMeMsaaMa aa 88,8 
itenenanatatetstan 
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Only One Size 
to 
Carry in Stock 


Fits All Sizes 
of 
Overflow Tubes 


Re ee ene eee 
pee ee ee se ee ge nn gg 





PATENTED 


The Guide that adjusts to all sizes Guide arm has positive locking 
of overflow tubes. device allowing extra big adjust- 
ment, and remember—only one 


Slipped in place in 30 seconds. _ size to carry in stock—not three. 


SPECIAL FREE TRIAL OFFER 


to any Master Plumber in the United States 
—+ USE COUPON -—— 






To LEADER SPECIALTY CO., Jnc., Indianapolis, Ind. 
Having never used the new Leader Sectional and Adjustable Guide, and being desirous of installing one or at 
least looking it over, you may send me one FREE of charge and postage prepaid to my address given below. 


(SB SBeeaeassseesee se = | Betty state a eete tet ee eh 


Name pets aloe se : oe ; sis a We ns flac ie 1a eer Sat tear mae ar ; 


Street and Number................ : RS IE io shies awa we enw ka dS eee N™ eae eres es 


The Jobber who I buy from regularly is...... phi CO ee ee ail, Re eee 


(BB) Saietatatatatatataetata arate ‘ AAPA AAA AMARC CRF FRRL SLOSS SS 200 oe 
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“The Distinguished Service Line’ 


could not have held the com- 

plete confidence and respect 
of leading heating contractors for 
seventy-one long years if they had 
not been just exactly what they are 
—a truly superior boiler. All that 
modern manufacturing methods, 
fine materials and careful work- 
manship can give a product is em- 
bodied in every Page Boiler. 


Ps MONARCH BOILERS 


These dominant factors, coupled 
with the high ideals of the founder 


and the efficient practices which 
generation after generation of ex- 
perience have given, cannot help 
but maintain a standard high above 
the average. 

Page has led the field for many 


years. It will lead the field for 
many more. We want every con- 


tractor to know that confidence in 
Page Boilers is not confidence mis- 
placed. . 


We have a new interesting catalog 
for you—write for it. 


Page Boilers Burn Any Coal, Oil or Gas 
THE WM. H. PAGE BOILER CO. 


Makers of a Complete Line of Round and Square Steam and Water Boilers 
General Offices: 200 Madison Ave.; New York Warehouse: Bush Terminal 


BRANCH OFFICES AND WAREHOUSES: 
Boston, 123 Beverly Street; Cleveland, Rose Building 


FACTORY: MEADVILLE, PENNSYLVANIA 
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Some of its many 
advantages 


The “‘staggered” fire travel 
which utilizes all hot gases and 
smoke instead of allowing some 
to escape up the chimney; 


Quick steaming, due to equal- 
izaticn of grate surface, fire 
travel and water circulation; 


Drafts, Checks and Dampers 
respond instantly and auto- 
matically to maintain the de- 


sired temperature; 


Low Installation’ Cost, due to 
the construction of the boiler, 
making erection easy. 


Easily operated triangular 
revolving grates, which readily 


 emmacewominnctn erin ner cae me 
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free the fire of clinkers and 
dead ashes; 


The unusually high ash pit, 
preventing the burning out of 
grates; 


The large feed door which 
permits easy firing and spread- 
ing of fuel to all parts of the 


fire; 


Provision for domestic hot 
water system, so that ample hot 
water may be secured when- 
ever boiler is in operation; 


Firing periods less frequent 
due to the depth of the fire- 
pot with its large coal carrying 
capacity; 

The construction makes it 
specially suitable for use with 
an oil burner. 
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Round Boiler 


Offers great sales possibilities plus profits. 


With the many unusual 


features—some of which are listed above—Thatcher dealers have added 


talking points. 


Right in your community new 
homes are to be built and new heat- 
ing equipment to replace worn-out 
and inefficient heating systems. Here 
is your opportunity to make a real 
worth-while double profit on every 
Thatcher Round Boiler you sell— 
the profit on the sale and the profit 


on the installation. 


And, in back of every Thatcher 












-THATCHER. 


Round Boiler there is nearly a cen- 
tury’s experience in designing and 


making boilers and furnaces—a name 
that is recognized for efficiency and 
quality in heating equipment. 


Write for details. Get the complete story about 
the profit-making Thatcher dealer proposition. 


THE THATCHER COMPANY 


Since 1850 


NEWARK, N. J. 
39-41 St. Francis St. 


CHICAGO 
341 N. Clark St 


NEW YORK 
21 West 44th St. 








BOILERS-FURNACES-RANGES 
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definite ways in which 
we insure the success of 


Quiet May Dealers 











1. Quiet May dealers are given a thor- 
ough course of instruction at the 
factory in the superior features of the 
pay May. They master every phase 
of its manufacture. They learn every 
detail of its mechanism. They know 
the Quiet May. And because they 
know it, they find it easier to sell and 


to install. 


2. In our organization are trained sales 
experts. Men who know all the ins 
and outs of oil burner selling. These 
men are ready not only to work with 
our dealers, but to train all the sales- 
men working under them. 





3. 


Our national advertising appears in 
the SATURDAY EVENING POST 
and other leading magazines. It at- 
tracts thousands of “live” inquiries 
every year. Inquiries that we send 
on to dealers who convert many of 


them into sales. 





4, To intensify this national advertis- 
ing, we back up our dealers in their 
own territories—with the most ef- 
fective kind of co-operative news- 

| paper advertising. 











S. And to tie in with all the rest of our 
advertising co-operation, we supply 





every Quiet May dealer with a scienti- 
fically planned, direct-mail campaign, 
including 4-page typewritten letters, 
leaflets and broadsides. The dealer mails 
these letters according to a definite plan 
to the live oil burner prospects in his 
territory. Sooner or later, he sells Quiet 
Mays to a large percentage of these 
prospects. No other resale plan in the 
industry is as helpful or as complete. 
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When a dealer sells a Quiet May, he 
can offer the most liberal terms to the 
man who buys it. Our remarkable 
deferred-payment plan makes this 


possible. Our dealers profit—with 
extra sales. 























Protected andsupported inevery 
possible way, selling an oil 
burner of recognized superiority, 
Quiet May dealers cannot help 
making money. Quiet Mays are 
giving entire satisfaction in 
thousands of American homes. 
Our dealers are constantly add- 
ing to this number—constantly 


building profitable, steadily 


growing businesses for them- 
selves. 


A few valuable Quiet May 
franchises have not yet been 
taken. But our sales organization 
is rapidly approaching comple- 
tion. Get in touch with us today 


for details of what we can offer 
you. Mail the coupon! 


| 7. The integrity and reputation of | 

the May Oil Burner Corpora- 
| tion is established throughout | 
| the world. When you handle | 
the Quiet May, you are backed §) 
by the tastest growing concern in 
the oil burner industry. 























MAY OIL BURNER 
CORPORATION 


Factory and Executive Offices, 


Baltimore, Md.; Branch Offices, 
331 Madison Ave., New York; 


35 East Wacker Drive, Chicago; 
Terminal Sales Bldg., Seattle. 


Also makers of the 
May Commercial Oil Burner 


QuiET M AY 


AUTOMATIC OTT, BURNER 


The Quiet May is manufactured 
in all cycles and currents. 

Both the Domestic and Com- 
mercial Quiet May Oil Burners 
are approved by the Under- 


writers Laboratories for electric 
ignition and automatic control. 


Fill out this coupon NOW. 
It offers you a real opportunity. 





May Or Burner Corporation, 
Baltimore, Md. 
Gentlemen: 

Please give me complete details of 
the 1927 QUIET MAY SALES 
PLAN and your proposition to 


dealers. It is my understanding that 
this request in no way obligates me. 
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Bureham & saunders, 
366 yeast Main street, 
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Gentlemen: 
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You Too, Will Use It Every Day 


EWBURG © BROOKSTROM of 
Lincoln, Nebraska is only one of the 
8,000 purchasers of the Plumbers’ and 
Steamfitters’ Price Guide. Like others, 
they have found the PRICE GUIDE an 
indispensable aid'in accurately pricing 
estimates and invoices. 









You, too will use it every day, as do all 


owners of this fine time and money sav- 
ing compilation. The Price Guide makes 
every minute of the day profitable. 







Write for full information and price at once. 










BAREHAM & SAUNDERS 225. Main st. 


BAREHAM & SAUNDERS, 366°E. Main St., Rochester, N. Y. 
Gentlemen: Please send me full details about the Plumbers’ and Steam- 






















fitters’ Price Guide and ‘how it will help my business. D.E. 5-7-27 
ce EE eT ey ee a ne re even Oe One ™~ 
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Hotstream Double 
Copper Coil Heaters 
Nos. 44-45-46-47 


«hele Mie tcs | TANDARD equipment includes long sweep ell, 
JiffeeU Union and the exclusive Hotstream union 
gas cock. These heaters also have all the other desirable 

features found on Hotstream Union Type heaters. 


The JiffeeU Union and long sweep ell eliminate the 
use of all fittings at both top and lower connections. To 
install, one piece of pipeffrom top heater union to sweep 

ell is needed. The JiffeeU, which con- 
nects directly into the lower tank open- 
ing, also is provided with a *4 - inch 
female pipe thread for use in connect- 
ing older styles of tanks. The JiffeeU 
provides ample room for the use of a 
wrench—keeps heater close to tank 
at just the right distance for greatest 
efficiency. 


The union gas cock saves a union in 
the gas line. Acts as a shut-off valve 
when disconnecting burner and mixer. gy), Brass or Gal- 
Makes the installation easier, quicker vanized 
and less expensive. 


Hotstream Sweep 


Nos. 44 and 45 are the same—except 44 is 
equipped with galvanized unions, galvanized 
JiffeeU and galvanized sweep ell. On No. 45 
same fittings are brass. 
Nos. 46 and 47 are identical except that No. ——— _ —_ 
, 46 is equipped with galvanized unions, gal- Pp ie apr hap 
Hot : ; . em 44, sh Swee 
? ng, ua vanized JiffeeU and galvanized sweep ell. On ai or Ell, JiffeeU and 
(Patent applied for) No. 47 same fittings are brass. aeseatenieaetiees Union Gas Cock 


THE HOTSTREAM HEATER COMPANY 


‘‘Makers of Heaters That Heat’’ 
CLEVELAND OHIO 
BRANCH OFFICES 

627 Washington Blvd., 269 W. Richmond St., 509 Wilcox Bldg., 1045 Wayburn Ave., 711 Dekum Bldg., 
Chicago, III. Toronto, Ont., Canada Los Angeles, Calif. Detroit, Mich. Portland, Ore. 
6314 Musgrave St., Rialto Bldg., 1715 California St., 210 East 45th St., 238 Main St., 
Philadelphia, Pa. San Francisco, Calif. Denver, Colo. New York City Cambridge, Mass. 

426 Trust Bldg., El Paso, Texas 


Manufacturers of a Full Line of Gasand Kerosene Heaters—Standard, High Grade Products Built to Give Lasting Satisfaction 











A 
Guaranteed ~for 20 years 


Full Protection for You--and Your Customer! 


Because we have confidence in the ‘‘Riverside’’ we 
are able to put this guarantee in every boiler crate— 
and we are ready to back it up. 


The ‘‘Riverside’’ is made according to specifications 
in strict compliance with Massachusetts laws, but its 
sizes and capacities are standard according to standards 
adopted by leading range boiler manufacturers working 


in conjunction with the Department of Commerce, at 
Washington, D. C. ' 


The five openings, another ‘‘Riverside’’ feature, are 


endorsed by the National 
Association of Master :; 

> Only Copper in contact with 
Plumbers, American Gas water. Built for direct or street 
Association and all large ae. See ee 
: Copper Boiler the risk of rust 
interested J obbers and spots is taken out of washday. 


Plumbing Supplies or j- Clean hot water—plenty for all. 
S a These are just some of the things 


zations. your customers want. 
Write us or nearest distributor for the details 


Sold through the Plumbing Supply Wholesaler 


“= RIVERSI 
Sonees BOILER WORKS, Anc! 


—€, —— "4 MEG. co. CAMBRIDGE, MASSACHUSETTS, U. S. A. 
Huntington, W.Va. Charleston, W.Va, New York Office: 210 E. 45th Street 


Distributors JOHN G. KELLY 





Manufacturers 


of 
““*PACKO” 


Automatic 


Storage 
Systems 


THE aay = tn ich OHIO CO. 


leveland, 
Youngstown, O. 
Distributors 


‘Erie, Pa. 
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The Jam in the Pantry £4 a 


“THE TOOLS YOU SWEAR BY AND NEVER AT” 





NYE —the Die Man 


Pipe Tool Maker to the ‘. 
_American Plumber 
and Steamfitter 











When a kid goes into the pantry, what do his eyes spot first? It isn’t the prunes. ; 
In every high class plumbing supply house there is a board displaying all the Nye too’s. ‘ 
You can’t miss it. If you do, ask ’em where it is. It’s the jam in the pantry! 


You may have just dropped in for a nickel’s worth of nothing, but the Nye display board will give you a hundred dollars’ Og 
worth of ideas. ; 


Or you may have gone in to buy atoolortwo. Just walk over to the Nye display board and say, ‘‘Gimme one of them, 
and a couple of them.”’ 


i Because why? On that board you will find the absolutely latest and best in plumbing tools. ; F 


WHEN YOU CAN HAVE THE JAM, 2 Ty. 
WHY FOOL AROUND WITH PRUNES? W4 wnt” ‘ i 


THE NYE TOOL & MACHINE WORKS 
OTHERWISE HARRY G. NYE 
MANUFACTURERS OF HIGH GRADE PIPE TOOLS 


4120-30 Fullerton Avenue Chicago, Illinois 


ee 


MR. JOBBER: If you have not yet received your Nye Display Board write me at once. 
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The DRAK EAPARIM E NT HOTEL 


Architect: Emery Roth 
fngineers: Jaros & Baum 
ing ard Heating Contractors: 
Geo.E.Gibson Co 
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Where mihons 


ave invested~ 


In ultra modern structures such as this—a monu- 
ment to architectural and engineering skill—no 
chance can be taken in specifications dependability 
only can be considered! Towering with magnificent 
lines over twenty stories from the street, this charm- 
ing hotel-apartment is the result of care and preci- 
sion in the selection of materials of proven worth 
equipment of lasting durability and quality. 

Thus, “NATIONAL” Pipe, as in other great build- 
ings, was specified for the major pipe requirements. 
Back of all the many luxuries and comforts which 
this fine housing will offer will be miles and miles of 


“NATIONAL” —to serve faithfully for many years 


to come. 


NATIONAL TUBE COMPANY 
Frick Building, Pittsburgh, Pa. 


NATIONAL -| +} 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


LTHOUGH THERE MAY BE OTHER CON- 
siderations in picking a city in which to hold a 
convention, one of the outstanding reasons for 

taking one city as against another is often the scenic 
beauties offered by the city chosen. The National As- 
sociation of Master Plumbers decided to hold its forty- 
fifth annual convention in Minneapolis, Minn., this year, 
and one of the reasons was, of course, because of its 
pleasant vistas. On the cover this week is a photograph 
of Lake Calhoun, one of the many lakes which are in 
the Minnesota “Land O’ Lakes” region. This lake, how- 
ever, is in the heart of Minneapolis, and is one of the 
outstanding scenic attractions of that 


discouraged look on our faces. Francis C. Dorsey of 
Baltimore, Md., is the kind of man who refuses to let 
anything go wrong in his day, and his idea is to keep 
his men working and busy 365 days in the year, regard- 
less of the troubles which may be encountered. Milt 
Marvels writes an interesting story about the business 
of this Maryland master plumber, and calls it “For 365 
Days in the Year.” We can't get around the fact that 
there are that many days in an ordinary year, but I 
wonder if many of us actually ‘carry on’ for that many 
days? This story is one of a sort to give you a little 
added impetus on those days when the skies are gray. 





city. The picture rather makes you 
want to haul anchor and put out into 
the waters of Lake Calhoun, doesn’t 


OME TIME AGO THE AMER- U. S.? 

ican Oil Burner’ Association 2. What 
made the statement that 1,000,000 power? 
oil burners had been sold during the 
last five years. With such a great 
number of burners in operation, it 
is only natural that boiler manufac- 


M. P.? 


turers should take an interest in the water ? 


oil burning field. Unsatisfactory re- 


Do You Know— 


it? 1. When and where was 
the first bathtub used in the 


is one_ horse 


3. Who was the first 


president of 
4. What is the weight of 


5. What U. S. city re- 


66 LEANLINESS IS NEXT 

to Godliness” is a quotation 
which we have all heard at some time 
or another, especially when as small 
boys, our mothers had to think of 
some reason why we should wash be- 
hind our ears, and be sure our necks 
were clean. It is a good quotation 
to use in business sometimes, too. 
the N. A. The plumber can always use it, but it 
is very seldom that the heating con- 
tractor gets an opportunity to take 
advantage of its principles. One firm 
however, is using this proverb in 


getting oil burner business and with 


sults have sometimes shown up from 
trying to make a coal burning boiler 


ceives its water supply from 
a source higher than the 
nearby river ? 


great success. A clean basement in 


which sales are made is the secret of 








do duty with oil as fuel,andthemakers 


in many cases have made an effort 6. How is the required this method of selling. A\ story en- 


to rectify this trouble by making 
boilers especially adapted to the burn- mined ? 
ing of oil. Heating engineers say that 


proper design in a boiler to be used page 86. 





with oil as fuel is more necessary 


area of a chimney deter- 


Answers will be found on 


titled, “‘Selling Oil Burners—in the 
Basement” tells how this sales story 
is connected with the theories of the 
old saying, and how this company 





profits thereby. 





than when coal is burned. “Oil Burn- 

ing Boilers,” is the subject of an article by FE. Williams 
which appears this week. It tells something of the origin 
of the oil burning boiler, and how it differs from the 
ordinary coal burning boiler. 


HERE ARE DAYS WHEN WE FEEL LIKE 

we have lost our last friend and everything goes 
wrong. The whole world seems to be pitted against us, 
and everything we do is the wrong thing. Then we have 
the sunny days, when we get the things we go after, 
and people greet us with a smile. Life is composed of a 
succession of good and bad days. Many of us let those 
bad days get the best of us, and go around with that 


HE SCHOOLMASTER CONTINUES HIS 

work on plumbing elevations in his discussions this 
week. It seems that several traps were involved to catch 
the unwary, and the Schoolmaster is well pleased at the 
success of the Class in catching these sticklers. Draw- 
ing is more and more becoming an integral part of the 
plumbing business, and every master plumber should 
make an effort to familiarize himself with some of the 
intricacies of this subject. 
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“TOLEDO” No. 1 
THE 1" TO 2” THREADER 


This is the biggest value in pipe threading 
tools on the market today. A genuine 
“TOLEDO” No. 1 tool threading 1-inch to 
2-inch pipe, which has been known for years 
for its efficiency and durability, at this new 
low net price. 








(STATES WEST OF THE 


ROCKIES . . . $10.20) tools of this capacity, and you will realize 
that you can no longer afford to use any- 
thing but a genuine “TOLEDO” trade- 


marked tool. 


Compare this value with other threading 


This No. 1, like the No. 1A ratchet model, is 
now equipped with long taper pins which 
permit instant adjustment to cut over or 
under-size threads as well as standard 


threads. Only in genuine “TOLEDO” tools 


, can you secure this new adjustable feature. 
Order from your jobber today, or drop us a 
card for the ‘“‘TOLEDO”’ catalog showing 


the complete line. 


BUY BY COMPARISON AND YOU’LL BUY A 


Te 


THE TOLEDO PIPE THREADING 


MACHINE CO. TOLEDO, OHIO 
NEW YORK OFFICE: 72 LAFAYETTE ST. 
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Looking for Inasmuch as a man in the plumb- 
. ing and heating business must sell 
Profits 


his goods and services at a price 
determined by cost and by how much in addition the 
public is willing to pay him in preference to a competi- 
tor, he has a particular study to make of how, under 
such circumstances, he is going to make a profit. In 
these days of brisk competition, he finds that the prices 
at which he can sell his goods and services in most cases 
are decidedly close to cost—by which we mean not alone 
the cost of material but also the cost of doing business, 
or overhead. In fact, it would seem, some times, that 
they are not even close. They are below. We are talk- 
ing about competitive contracts, and not about business 
which is created through merchandising or which is given 
to one man exclusively. 

While there is case after case, of course, where reputa- 
tion, responsibility and skill will give a man a preference 
over a competitor, the problem of how to make a profit 
loses none of its interest and importance. The man who 
can not make a profit at prevailing market prices can 
not, either, just raise his prices to where he can make a 
profit, for then he would not get business if good com- 
petitors continued to undersell him. How to solve the 
situation is a big question. Perhaps no one thing can be 
done to solve it. A combination of things is necessary. 

Education, for instance, might result eventually in 
everyone’s knowing and figuring correctly all the costs 
of a job. It is helping the general situation daily, but it 
takes time, of course, and meanwhile the individual has 
a business to run and a profit to make. He can work to 
improve his own methods. Buying, for example, is a 
major classification in business management, methods in 
which could be improved in the direction of profits. Sell- 
ing is another, and it is a classification under which a 
number of merchandising suggestions could be followed 
to better profits. 

Still another important suggestion has to do with the 
necessity of being able to do business at less cost. We 
wish to stress this repeatedly, even though we realize 
that we are dealing with an item in selling price which 
many say should be raised instead of lowered. We know 
too many examples of efficiency in management to be- 
lieve that a great number of master plumbers and heat- 
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ing contractors can not find some relief in studying how 
to reduce the expenses of business management. A lead- 
ing merchant once said that the secret of his success was 
in being able to sell an article for ninety-five cents and 
make a profit on it, when his competitors had to get one 
dol'ar for it. And he was not a price-cutter, but a man 
who could trim his business sails when necessary. 


When the average daily routine of a 
W anted gine 


5 master plumber is checked up, the num- 
— lime ber of hours in a day is certainly used 
up in various ways that leave little time for other im- 
portant duties. There is the task of getting journeymen 
out to work in the morning, assigning each one to his 
job and seeing that he has full instructions as to how 
to proceed. There is office work to manage. There is 
buying to do. There are phone calls to answer. There 
are architects and owners to see. There are complaints 
to adjust. There is time to check. There are plans and 
specifications to estimate. There are bills to send out. 
There is the necessity of making a round of the jobs 
being done, to see that the journeymen have what they 
need and are doing what they:should. A day which starts 
early in the morning is over in a hurry and many things 
are left undone. 

This is something which must be reckoned with in the 
industry’s plans to inject more merchandising action in- 
to a plumber’s business. We know of many master plumb- 
ers who are thoroughly capable of selling goods where 
goods are not being sold now, many who plan each 
day to devote a few hours to digging up prospects for 
extra plumbing or for specialties. But this or that comes 
up in the conduct of their regular run of business, and 
the day passes without all the plans being carried out. 

It is often difficult to build up an organization com- 
posed of men to whom these various details can be 
assigned. Efficient men, unless induced by greater than 
average rewards, generally go into business for them- 
selves, and then a good superintendent must be developed 
again, a new bookkeeper, office manager, or salesman 
must be broken in all over. It is a study which must be 
made—how to delegate authority to competent men and 
save a few hours a day for the master plumber to de- 


velop new business. 
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O KEEP an organization busy and happy 

for three hundred and sixty-five days in 

the year—and the extra day when Leap 
Year comes around— is a job to test the capa- 
bilities of a man to the fullest extent. It means 
sales planning in order to keep up a steady vol- 
ume of work—it means good management to 
keep the internal mechanism working smoothly 
and efficiently. 

The whole problem is complicated when the 
business is located in a section where the usual 
sales room may not be maintained, with attrac- 
tive displays. Merchandising must be intensified 
then in other directions. 

I find it pretty difficult to decide for myself 
whether the sales or the management policies 
of Francis C. Dorsey, of Baltimore, Md., ought 
to get the ‘“‘biggest play’’ in a story about his 






For 365 Days 











business. In spite of the fact that, operating 
in a restricted residential district, he cannot 
maintain a store, he is thoroughly in step with 
every modern selling idea—and in some of his ideas he’s 
ahead of the procession. On the other hand, there is an 
element of friendliness, I suppose it could be called, 
within his organization, due to his methods of manage- 


ment. It sounds like old stuff to say it, but it sure fits 


the facts better than anything else I can think of, to say 


that his organization is like one big family. 

First we'll go over some of the methods by which sales 
are built up. One of the men in the office has, as part of 
his job, the task of calling on apartment house owners 
and managers to sell them on the idea of Dorsey service 
for their buildings. 
great extent, 


This is a rich field which has, to a 
been neglected. Buildings which 
many families need constant attention and upkeep. 


house 

Re- 
placements and repairs form a steady stream of business. 
Yet, in most cases, no particular effort is made to keep 
in touch with those responsible for their upkeep. When a 
tenant complains, the owner or manager calls in a 
plumber. 


SELLING SERVICE : 

HE DORSEY idea is to get to the owner or manager 
before there is trouble, to acquaint him with the 
extent of the service which can be offered—day and night, 
three hundred and sixty-five days in the year. The prac- 


tice is paying dividends. The Dorsey organization now 





The Dorsey family looks pretty big 


handles all the business of several large real estate firms. 
One of them alone has six hundred apartments under its 
control. It isn’t possible to land such business in one call, 
of course. But Mr. that such calls are 
remembered and cites one case in particular where, a full 
year after the original solicitation for 
came from the man on whom 
had called, and Dorsey service was given its opportunity 
to add another customer to its long list. 


Dorsey feels 
business, a call 
the Dorsey representative 


Here’s where a salesman is taking the place of the sales 
It’s the old story of going to the mountain if the 
mountain won’t come to you. A sales room is effective 
because it carries the atmosphere of stability, it is an in- 
dication of a concern which intends to stay in business. 
Since Mr. Dorsey cannot have this advantage on his side, 
he balances it by carrying the message of Dorsey service 
with good results. 


room, 


to his prospects 

Inspection report cards are made the basis of real serv- 
ice to customers. Journeymen are instructed, when work- 
ing in a request permission to look over 
plumbing, heating and electric fixtures to make sure that 
everything is in good condition. They explain that the 
company is in a position to render better service if it is 
known just what kind of equipment the home has. This, 
of course, is gratifying to the home owner. It indicates a 
desire to be prepared to furnish the right kind of service. 


house, to 
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But when the Dorsey family is spread get 
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it hadn’t been cleaned. ‘‘Now is just the time 
for you to notify us when we may do the work, 
in order that we may plan to serve you in the 
best possible manner. If you follow our friendly 
advice, next winter your home will not only be 
warm on the coldest days, but you will be cheer- 


” 


ful, too. 

From one hundred to two hundred of the 
return part of the cards are received, indicating 
the time when the heater may be cleaned. And 
a very good thought is put on the card: “If any 
repairs are needed, please notify me before 
proceeding with the work.’’ You can see the 
purpose of that. It forestalls any thought in the 
customer’s mind that this is only a stunt to get 
a repair man into the house to discover expen- 
sive repairs. These jobs are then done during 
spare times. Usually Mr. Dorsey keeps from 








When it’s in a group 


The card is then placed on file in the office. Later a 
call comes in for service. The one taking the call has the 
card brought from the file, looks it over, finds the type of 
equipment with which trouble is being had. He is in 
position immediately to tell just how quickly service 
can be rendered. If there is a part to be replaced, and the 
equipment in question is made perhaps in the Middle 
West, it is possible then and there to inform the home 
owner just how long it will take to get the new part; at 
the same time the journeyman who goes to make a tem- 
porary repair can go properly equipped. If he had to go 
to the job with no information concerning the make of 
the equipment, had to explain that he could only make 
a temporary repair, and perhaps have to go back for the 
necessary materials, the situation wouldn’t be so pleasing 
to the home owner. As it is, he gets his information from 
headquarters, with no delay, and knows that the very best 
is being done for him. Makes a difference when it comes 
to paying the bill, for instance. 


WORK FOR VACATION TIME 


T THE END of the heating season a thousand or 
A twelve hundred cards—double post cards—are sent 
out. The customer is warned that the time is ripe for 
cleaning heating equipment. The card recalls ‘‘snappy 
mornings last winter’’ when the heater didn’t heat because 














ket a real iden of how much ground it can cover 


four to six men busy during the vacation season 

cleaning out heating systems and making 

needed repairs. So the organization, like the 
customer, comes in under the three hundred and sixty- 
five-day program. 

Last year the Dorsey organization sold more water 
heaters than any other plumbing retailer in Baltimore. 
How? ‘very journeyman in the organization is a sales- 
man. Sales of water heaters (and washing machines) 
come almost entirely from the journeymen doing jobbing 
work. They aren’t given any special training, but most 
of them have been with Mr. Dorsey for ten or twelve 
years. In that time they have learned thoroughly his 
ideas about service and selling. They know how to win 
the confidence of the people they serve. They are alert 
to note the needs of the homes in which they work and 
capable of showing that the quality equipment handled 
by Mr. Dorsey will fill those needs. Their instructions are 
to guarantee results—a ‘‘money back’”’ agreement. 

Uncle Sam is another helper who gives his aid in over- 
coming the handicap of not having a sales room. A local 
“Blue Book”’ gives the names of the people in the very 
high class residential suburb from which Mr. Dorsey 
draws most of his business. The directory contains six- 
teen hundred names, and they are circularized regularly. 
Mr. Dorsey is a heavy user of manufacturer’s sales helps 
of this kind; at the same time producing occasionally a 
piece of mailing literature of his own. 


(Continued on Page 75) 





























Oil burning boilers encased, installed in a large building 








Burning Boilers 


By E. WILLIAMS 


IL burning has advanced rapidly during the last few 

years and has passed away beyond the experimen- 

tal stage. It now occupies a very prominent place 
in the heating field. 

Oil burners have been installed under all types of heat- 
ing boilers. The small round boiler with its 400 to 600 
sq. ft. of radiation, the sectional boiler with its capacity 
of 1,000 to 1,500 sq. ft., the steel boiler serving large 
hotels and apartment buildings, as well as the high pres- 
tubular boiler and even large water tube boilers 
have all come in for their share of oil burning. Freight 
and passenger boats as well as battleships are crossing 
the oceans with large batteries of boilers equipped with 
oil and developing thousands of horsepower. 

Oil burners are here to stay, no doubt, so long as fuel 
oil or distillate is obtainable. The price of fuel oil fluc- 
tuates, however. It is, therefore, desirable to select that 
oil burner which operates most economically and delivers 
the most heat to the boiler. 

Oil used as fuel under boilers in order to give best re- 
sults, must first be broken up into a fine spray. This is 
accomplished in some burners by centrifugal force, while 
others use air to get the same results. Very heavy fuel 
oil, in order to be used efficiently under power boilers, is 
often broken up by using steam in place of air. 

Some manufacturers believe that the best results, re- 


sure 





gardless of what kind or type of oil burner is used, are ob- 
tained when a properly designed boiler, specially adapted 
to oil burning, is used. The efficiency of such a unit is 
greater and better results are obtained. Proper design in 
a boiler is more necessary where fuel oil is used than when 
coal is burned, for four reasons: 

The gases travel at a far greater rate of speed. 

There is little radiant heat and most of the work must 
be done in the boiler passages. 

Complete combustion of oil fuel is accomplished by the 
intense heat in the combustion chamber. 

Gases rise rapidly and the greatest amount of heat is 
given off in the flues. 

For these reasons the most efficient boiler is the one 
that adapts itself to and takes care of these fundamental 
principles. 


THE ORIGIN OF THE OIL BURNING BOILER 

HEN oil burners were first introduced in certain 
oy com of our country where anthracite coal was used, 
it was found that oil burners installed under anthracite 
burning boilers gave better results than other boilers 
adapted for use on soft coal. Boilers designed for burn- 
ing anthracite coal have small, winding, flue passages. 
These have a tendency to absorb more of the heat sup 
plied by the oil burner than the large flue passages de 
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the burner is the more serious of the two, 
because it reduces the efficiency of the burner 
and prevents the proper vaporization or 
atomization of the oil fuel. 

(3) The combustion chamber must be com- 
pletely surrounded with water in order to ob- 
a tain the greatest efficiency. 
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(4) The boiler should have as many wind- 
ing flue passages as possible so that the heat 
of the flame may be entirely absorbed. 

(5) The water passages around these wind- 
ing flues should be small in order that the 
heated water may circulate rapidly, thus 
bringing the greatest amount of water pos- 
sible into contact with the hot gases, ab- 
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Section of an oil burning boiler showing water space and narrow flue 


passages surrounded by water 


signed for the burning of soft .coal. It was largely this 
fact that led our boiler manufacturers to design boilers 
with small winding passages, with a combustion chamber 
completely surrounded with heating surfaces, and large 
enough to provide for complete combustion, and the proper 
diffusion of the gases. In order to achieve the same re- 
sults in cast iron boilers adapted to the burning of soft 
coal, the combustion chamber is frequently lined with fire 
brick or some refractory material. 

There are a number of boilers on the market today, 
cast iron as well as steel, designed for oil burning, and 
each has its own peculiarities and points of merit. It is 
difficult to say which is the best to use in any given case. 
It all depends upon the working conditions, the efficiency 
of the oil burner selected, the adaptability of the oil 
burner to the boiler and the various operating conditions 
encountered. 

Numerous letters have been received asking for infor- 
mation as to various points that should be observed in the 
selection of a good oil burning boiler. The best way to 
answer all these inquiries is to state briefly the most essen- 
tial points: 

(1) The combined heating surface of a good oil burning 
boiler, in order to give the greatest efficiency, should be 
as large as possible. 

(2) The combustion chamber should be as large as pos- 
sible consistent with good practice. This is necessary in 
order that the oil particles may be consumed completely 
before they are allowed to reach the relatively cold sur- 
face of the boiler. If they touch the boiler surface before 
they are completely broken up, these particles will be 
chilled, and improper combustion will be the result. This 
improper combustion brings with it the formation of car- 
bon which is deposited upon the walls of the combustion 
chamber or upon the burner itself. Carbon deposit on 
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sorbing all the heat that it is possible to ab- 
sorb. 

This will result in the rapid formation 
of steam, when the steam boiler is used, or 
in the rapid circulation of hot water in a hot 
water heating boiler or tank heater. 

(6) Flues should be small in cross section 
and should run _ horizontally rather than 
vertically in order that the flames in its pas- 
sage through the boiler may encounter as 
much resistance as possible. 

(7) The smoke flue temperature should be 
as low as possible, thus giving an assurance 
that the heat of the oil flame is properly ab- 
r sorbed in the boiler. If the flue and stack 
~ temperatures are high, valuable heat units are 
discharged into the atmosphere and the ef- 
ficiency of the boiler is reduced. 





SELECTING THE OIL BURNER 

FTER all these various points are carefully consid- 
A ered, it must be borne in mind that the selection of 
the proper oil burner to suit the operating conditions and 
the age of the boiler are just as important as the boiler 
itself. An oil burner, in order to be efficient, must be 
capable of mixing sufficient air with the oil in order to 
bring to the flame the proper amount of oxygen to support 
complete combustion. It should not only deliver sufficient 




















Firepot view of one oil burning boiler 
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air but the volume of air should be at least 25 per cent in 
excess of the actual amount required. A good burner 
should vaporize or atomize the oil completely and be so 
constructed that when the oil is broken up, or vaporized, a 
sufficient amount of air to provide complete combustion 
is not only mixed with the oil at the burner, but an excess 
of air provided to unite with the oil flame in its travel 
through the flue passages. 

When steam is used to break up heavy fuel oils that are 
sometimes used under power boilers, provision should be 
made to superheat the steam before admitting it to the 




















Oil burning boiler of the unit type 


burner. This will prevent the chilling of the oil as it is 
vaporized. This produces a much better flame and more 
intense heat. 

If an oil burner is installed under a boiler previously 
fired with coal, it is frequently the custom to line the com- 
bustion chamber with fire brick or some other refractory 
material to increase the efficiency of the burner, as well 
as to maintain a proper temperature in the 
chamber. 


combustion 


HOW OIL IS BURNED 


HE REASON for this practice will be better under- 

stood if we explain briefly the process of oil burning 
and what takes place in the combustion chamber as well 
as in the flue passages. Combustion is the rapid chemical 
combination of oxygen with the carbon and hydrogen con- 
tained in the fuel oil. This combustion is complete when 
each atom of the carbon unites with the maximum quan- 
tity of oxygen—in other words, when one atom of carbon 
combines with two atoms of oxygen, thus forming carbon 
dioxide (CO,). Combustion is incomplete when one atom 
of carbon combines with only one atom of oxygen, thus 
forming carbon monoxide (CO). The remaining hydrogen 
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unites also with oxygen, forming water vapor (H,0), 
which passes up the stack in the form of superheated 
(H, is the sign used in chemistry for two parts of 
part of oxygen.) The 


air passes up the chimney un- 


steam. 
hydrogen and O stands for one 
in the 


nitrogen present 
changed. 

A certain temperature known as the ignition tempera- 
for proper combustion, 


ture is necessary approximately 























This oil burning boiler is arranged in such a way that coal 
can be used without interfering with the oil burner, or vice 
versa 


1,300 deg. F., hence the practice of lining the combustion 
chamber with fire brick or refractory cement to maintain 
this temperature. 

A definite quantity of oxygen is therefore required for 
complete combustion, varying with the different grades of 
oil. In nature, about one-fifth of the air by volume is 
oxygen. Therefore, in order to furnish sufficient oxygen 
for complete combustion, 14 lb. of air must be supplied 
for each pound of oil used. In practice, it is not possible 
to burn oil with only this exact amount of air; therefore, 
25 per cent in excess should be supplied, as stated. If 
more than 25 per cent is used, the result will be loss of 
heat. This loss increases rapidly as the amount of excess 
air increases. 

Smoke is the result of unburned carbon escaping from 
the combustion chamber and cooling the flue passages or 
in the connection to the chimney. This unburned carbon 


causes what is commonly known as soot. 


AMOUNT OF OTL REQUIRED 

HE amount of oil required in an oil-fired boiler de- 
(pe upon the completeness of the atomization or 
vaporization obtained with the burner used, the method of 
admitting air to the burner and the design of the furnace, 
as well as the operating conditions. The draft also has a 
definite bearing on the amount of oil required. It is not 
always advisable nor desirable and in many cases not even 
possible to discard old heating boilers and replace them 


(Continued on Page 62) 
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One type of oil burning boiler, showing the construction 
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Plumbing Elevations from Floor Plans 


The Schoolmaster and His Class continue to discuss the need 


for knowledge of making estimates from the blue prints 


the 


making 


a plumbing eleva- 


HE previous problem studied by the Class was one 
which involved 


tion from floor and cellar plans of a building. It 
was quite a difficult problem, 


E 18 a fos 


involving several ‘traps 
that the unwary might easily fall into. 
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Fig. 1 


subject of drawing. 








The Schooimaster 
was more than 
pleased with the 
general excellence of 
the drawings that 
were submitted, and 
here’s hoping that 
the present batch of 
drawings will be 
just as good, and 
even better. 

Recently we were 
called upon to lay 
out some studies 
for trade school 
work, and we had 
not been long at 
this task before it 
came to us more 
strongly than ever 
before, how impos- 
sible it is to present 
the subject of 
plumbing without 
getting almost im- 
mediately into the 


It came to us more clearly than ever 


before, that under modern conditions drawing is well nigh 
as needful to the plumber as his caulking tools are. We 
real plumber, the man who is 


are talking now of the 
equipped not only with mechanical skill, but has a first- 


class scientific understanding of the principles that gov- 


ern his trade. 
that just slips by, and 
is the first one to be 
laid off when business 
gets slack. 

What is the _ real 
status of the plumbing 
contractor, so-called, 
who knows nothing of 
drawing and plan read- 
ing? Would you want 
to depend upon that 
man’s estimate of 
Plumbing material 
called for on a good- 
sized job? He may get 
by after a fashion on 
bungalows and other 
common work that he 
has handled many 
times, but when it 
Comes to something 
out of the general run, 
you can mighty near 
depend upon it that 








We are not talking at all of the chap 
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when he gets such a job it 
is because he has taken it 
in ignorance of the real 
amount of material that is 
going to be required. 


Watch for the next plumb- 
ing problem, It will be a good 
one. Study it over and send 
your solution in as early as 
vou can, 

Do you know how a 
great many master plumb- 
ers who are ignorant of 
the subject of drawing and 
plan reading are getting 
by in their estimating? 
This is the answer: they 
are taking the plans that 
they are asked to figure to 
their jobber, asking him to 
figure their stock, and tak- 
ing the jobber’s word for 
it. That sort of thing isn’t 
running your own business 
—it is letting your jobber 
run it. But if you want to 
get away from such condi- 
tions you have to get more 
education — you have to 
put in a little time into the 
study that is being pre- 
sented to you here in these 
articles. 

There is a truthful say- 
ing to the _ effect that 
“knowledge is power,’’ and 
if that knowledge is along 
the lines that the School- 
master is trying to drill 
into the Class, it surely 
carries with it power, and 
that leads directly to 
dollars. 


Each solution sent in should 
give the date of the issue in 
which the problem appeared, 
the name and address of the 
sender, and the reauest “Use 
initials only” if he does not 
wish his name to be published. 


Our present problem is 
the one that appeared on 
pages 26 and 27 of the 
January 29 issue, which 
calls for the making of the 
plumbing elevation, having 
given the floor plans, 
which are reproduced here- 
with. Drawings submitted 
are as follows: 


& 





Floor Plan 


Third and Fourth Floors 


Urinals 








Floor Plan 


Second Floor 





Floor Plan- First Floor 
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Fig. 3 


1.—John A. Grove, Oak Creek, Colo. 
2.—A. W. Smith, Washington, D. C. 
3.—A. T. Welsh, Eau Claire, Wis. 
4.—Wm. De Ronde, Paterson, N. J. 
5.—D. B. Biges, Santa Ana, Calif. 
6.—H. W. Behler, York, Pa. 
7.—Ignatius C. Victorine, Chicago, Ill. 


8.—John Cersosimo, Concord Junction, Mass. 


9.—Albert Russ, Bethany, Mo. 
10.—Louis Liess, Union City, N. J. 
11.—Wm. M. Glose, Jr., Orefield, Pa. 
12.—J. B. Bush, Providence, R. I. 
13.—Robert Campbell, Pueblo, Colo. 
14.—D. L. Butler, Rlackfoot, Idaho. 
15.—John H. Michel, Baltimore, Md. 


16.—Charles Musselman, San Francisco, Calif. 


17.—George E. Hardin, Humboldt, Kans. 
18.—D. B. Biggs, Santa Ana, Calif. 
19.—R. Zimmer, Bronx, N. Y. 

20.—Wm. J. Stolz, Elyria, Ohio. 
21.—Walter Biegel, Rochester, Minn. 
22.—Robert L. Provan, Pittsburgh, Pa. 
23. tafael Ocasio, San Juan, P. R. 
24.—-Walter Biegel, Rochester, Minn. 
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Fig. 4 


Fig. 25.—H. H. Niebuhr, La Crosse, Wis. 

Fig. 26.—Frank Wantrobe, Ansonia, Conn, 

Fig. 27.—Frank Wantrobe, Ansonia, Conn. 

Others received their criticisms by letter. 

Criticism of the individual drawings is as follows: 

Fig. 1.—A note accompanying the drawing states that 
it is a first attempt, and the maker is certainly to be con- 
gratulated. The reading of the plans is entirely cor- 
rect, and our criticism has to do entirely with connec- 
tions. The chief difficulty relates to the venting. There 
should be vent stacks for stacks A, B and C, into which 
the vents from the various fixtures should connect. As 
at present shown, the fixture vents connect into the soil 
stack, which is entirely wrong. Study other drawings 
on this point. Many of the fixtures have crown vents, 
whereas continuous vents should be used. To take the 
vent off the trap screw of a drum trap is poor practice. 
Each urinal should be separately trapped. The vents for 
47 and 48 should not connect together below the top of 
the fixtures, as waste will flow through the vents. 
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Fig. 8 


Fig. 2.—The reading of the plans is correct except for 
one thing—they do not show stack B serving 5 and 19 or 
stack A serving 10 and 24 as here shown. It would be 
better and less expensive to connect these fixtures as 
shown in Figs. 5, 6 and others. Outside of this, the work 
is very well done, and installed in about as simple a 
manner as possible. 

“Domestic Engineering” receives numerous letters 
attesting to the great value of this kind of instruc- 
tion in drawing. The trade is urged for its own 
benefit to take up this study. 

Fig. 3.—We believe that thé plans have been somewhat 
misunderstood in this drawing. If comparison is made 
with such an elevation as Fig. 8, which shows the stacks 
correctly run, it will be noted that locations of stacks 
are wrong, except stack C, and that no offsets are shown 
on stacks A and B. Moreover, 29, 30 and 31 connect 
into what is supposed to be stack B, whereas reference 
to the second floor plan will prove that they are actually 
located on the opposite side of the building. This is true 
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Fig. 9 Fig. 10 


also of 37, 38 and 39. The first floor water closets do 
not seem adequately vented. The question is asked 
whether 4-inch or 2-inch is preferable for sinks. It is 
possible that we do not get the full drift of this ques- 
tion. We presume the size refers to stacks. We would 
not suppose that a 4-inch stack would ever be required 
for sinks alone, in a city of the size of Kau Claire, al- 
though the statement is made that 4-inch is the size now 
in use. Our opinion would be decidedly against 4-inch 
and in favor of 2-inch. Too large stacks are almost as 
bad as too small stacks. With too large stacks there is 
no scouring action; there is consequently greater danger 
of deposits and stoppages, and moreover they call for 
unnecessary expense. 

Fig. 4.—This elevation interprets the plans correctly, 
and we have only a few minor criticisms to make. The 
bath tubs and urinals appear to have crown vents. 4 and 
11 should be stack-vented, 31 and 37 
by connecting as in Fig. 8. 37 should be at the left of 
stack D, with 38 and 39 at the right. 


(Continued on Page 43) 


could be improved 
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Fig. 11 Fig. 12 Fig. 13 
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This is one of a series of picture stories on 


the Manufacture, Use and Handling of 























GRINDING 


RINDING is the process in the making of faucets 
L; which follows the cutting process described in No. 

24 of this series. It will be recalled that a number 
of faucets are cast at one pouring of the metal—that these 
faucet castings are attached to each other by gates, and 
that the faucets must be cut apart and the gates separated 
Marks of the mold are still on the faucet 
castings. These are 
removed by the grind- 
ing process. Above is 


from them. 


shown a scene in the 
grinding department. 

At the lower right 
is shown a primitive 





type of faucet. This 

was probably the 

forerunner of the 

Trained chemists are always on the , k , fuller 
alert watching the character of the well now uler 
brass alloy type. The water was 


26 


discharged through a hole 
in the center of the plug 
which was driven into the 
end of a pipe. A ball of 
wood or other material was 
weighted so that it 
closed the opening. 
When water was 
wanted the operator 


lifted the weight 














which held the ball in 


place. 

This faucet was made 
in various sizes and forms 
and served a very useful 
purpose for a much longer 
period of time than our 
present types of faucets 
have been in existence. In 
its time it was doubtless 
considered a very useful 
invention. 
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Showing a prospect how an oil burner keeps the basement clean 


Selling Oil Burners—in the 
Basement 


OU KNOW how hard it is to paint a word picture 

sometimes, how difficult it is to make a prospect see 

how a lavatory is going to look when it is installed, 
or what his basement is going to look like after you have 
put in that oil burner for him. 

Here is the way one master plumber and heating con- 
tractor has solved the problem as far as oil burners go. 
When a prospect for an oil burner comes into the shop 
operated by T. J. McDonald Co., Inc., 210 Harrison ave- 
nue, Harrison, N. Y., he is invited down to the basement. 
Maybe, with a thought toward some basements, you think 
this is a rash thing to do. 


SHOWING OIL BURNER ADVANTAGES 

HE THREE men who make up the officers of the 
( mentioned had a bright idea. Whether it was 
first thought of by T. J. McDonald, the president, W. A. 
Wilding, the secretary, or John F. Lange, the treasurer, 
is not on record. But one of them said to the other two 
one day: “We think enough of the oil burner we sell to 
heat our own building with it. We know how clean the 
basement can be kept with a good oil burner. We know 
that a boiler room can be almost as neat and attractive as 
the parlor. Let us_ let our patrons know this, too.” 


So the 
cleaned up, spick-and-span. 
tinted. The ordinary cement floor was cleaned until it 
looked like a Holland housewife’s kitchen. The boiler 
itself was well insulated, nicely bricked in and the whole 


the company’s own place was 


The walls were plastered and 


boiler room of 


covered with clean cement and plaster. The exposed pip- 
ing was painted black or red, the latter color distinguish- 
without finishing, 


Then the 


ing the oil pipes. The ceiling was left 
but all the cobwebs and dirt were cleaned away. 
floor was given a coat of paint to further accentuate its 
cleanliness. When the job was finished, the room was as 
clean as many a housewife’s parlor. 

A well designed oil burner causes almost no dirt, you 
know, and it was this feature that these masters wanted to 
get across to prospective customers. So, with the burner 
going full tilt on a cold winter’s day, it is a joy to them 
to have a prospect come into their place of business. Then 
the boiler room becomes the salesroom, and sales resist- 
ance is overcome to a large prospective 
buyers are shown how their own look with a 


measure when 


homes can 


- burner installed. 
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The idea is not patented. Any one selling oil burners 


will find that it helps to break down sales resistance. 


(Continued on Page 79) 

















































Advertising Editorial 


A NEW ONE EVERY WEEK—No. 268 













Plan to have a 





shower — it's a 
great help in the 
hot weather. You 
can have one as 
low in cost as 
$ 


Building? Remodelling? 


Consult your plumbing and heating man 


LUMBING and heating installations, like 
any other piece of technical work, differ in 
quality. Too many home owners take the 
plumbing and heating in the home for granted— 
do not give it the attention they do the selection 
of flooring, color of brick, kind of trim, etc. Yet 
the bathroom and the heating system are vitally 





related to the health of the family. 
have expert advice. We should be glad to go over 


se sure you 
Ask for a 
free copy of 
“The Story 
of the Bath.” 
We promise 
you many 
chuckles 
and a lot of 
health in- 
formation 
for the chil- 
dren. Address ) 


your plans with you—but the important point is 
to have expert assistance in these vital matters, 
whether from us or others. 


(In this space your Name, 
Telephone, and 








Put Your Services in the ** Expert”’ 
Class 


N THE ABOVE Advertising Editorial we have once more tried to 
] introduce the “expert” idea into plumbing and heating advertising. 
That is the standing which every plumbing and heating man ought to 
have in his community. The importance of the work he does, and its 
technical nature, entitle him to that position. He can best establish 
this by advertising in his local newspaper—and that is the purpose of 
these Advertising Editorials—to make advertising easy for you. We 
send you the cut, we send you a proof of this page, and you hand them 
to your paper $4.20 for three months’ service. Send in your order 
today. 
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ALES, LELTIER 
One a Week—No. 105 





This is the period of new building and re- 
Send the following letter to as 
large a list of prospects as you can handle. 
There’s business to be had in spring if you 
go after it. 


modelling. 








O H N 


Plumbing 


BRO W N 


Heating 


Two Rivers, N. Y.., 
May 7, 1927. 


J 


Mrs. Edward Jones, 
Two Rivers, N. Y. 
Dear Madam: 

We all feel, now and then, the need of 
expert advice and assistance. That is why 
we have lawyers, doctors, architects—men 
who have specialized. 

But we find that, too often, more care is 
spent on the selection of such details of a 
new house as the flooring, the trim, the color 
of the exterior, and so on. These are, of 
course, important; but they should not shoul- 
der out of mind the immense importance of 
the plumbing and heating installations. 

Here are matters vitally important to the 
health and comfort of the family. For the 
protection of health—the sanitary system. 
For comfort, convenience, and, again, health, 
the heating system. In such matters, expert 
advice and assistance ought to be sought. 

We feel competent, of course, to advise 
you concerning plumbing and heating. We 
should be glad to serve you in this connec- 
tion; but the important thing is that you do 
secure expert advice. It will be worth your 
while in added comfort, convenience and 
economy. 

Very truly yours, 
JOHN BROWN. 


Adlet 


ONE A WEEK—No. 126 


HE Adlet, too, this week, is given over to 
E peentans you on the map as an expert in your 
line. If you cannot afford to spend the money 
involved in carrying advertising of the size of 
the Advertising Editorial, then commence with 
the Adlet. It’s inexpensive, it’s just as carefully 
merchandised, and it will be the starting point 
for bigger volume and, hence, bigger advertis- 
ing space. Copy out the one below, add your 
name, telephone and address and hand it to your 
local paper. 











Consult Your Plumber 


Be sure you secure expert advice if 
you’re building or remodelling. Your | 
plumbing and heating installation i 
vitally concerned with the health of 
your family. 
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CHAMBERLAIN COMP 
TTSBURGH, PA- 


In the Sp othight of wuame Approval! 


Cleans 
closets 


It’s a sell-out — every home in your community is a 
prospect! In the light of public favor—so the 
minute you recommend it your customer will take 
your word. It’s the one word for freedom from 
drain clogging—the one word that spells satisfaction 
and profit —-DESOLVO! 

Repairs 
leaky 
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This Quality 
Insures Satisfaction. 


S. S. Fretz dr, & Co. 


PHILADELPHIA PENNA. 


Mention Domestic ENGINEERING when writing advertisers. 























ASKED BY OUR READERS AND 


ANSWERED BY OUR EXPERTS 





The Questions and Answers Department is open to all readers. 


Here their questions are answered—their problems solved. And, 


what is more, this department is an open forum, where readers may discuss plumbing and heating subjects. Don’t hesitate to ask 
questions about the things you want to know, and don’t fail to send in your comments and criticisms of questions that have been an- 
swered. While all questions are answered by men who are expert in their particular lines, your experiences may help a fellow crafts- 
man who is in need of information. This department is for the craft. Use it freely. There are many ways to untie knotty problems. 





ONE-PIPE STEAM SYSTEM FOR TWO-STORY 
BUILDING 
Editor ‘‘Domestic Engineering’: Fig. 1 shows a plan 
of building which is to be heated by a one-pipe steam 
system. The building is the ordinary wood construction 
2-inch by 6-inch studs, %-inch shiplap with building paper 
between latter and outside siding, and I might add that 
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install one or more relief valves in basement so as to 
protect radiators in the event of reducing valve sticking? 

The basement is an open space 4 ft. from floor to bot- 
tom of joists. Would like to have your opinion concern- 
ing size of mains and risers and in coming off mains to 
first and second floor radiators would you approve of 
pitched elbows or two elbows with short nipple between 
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Fig. 1 


temperature of this climate never goes below 8 degrees 
above zero, A plentiful supply of steam can be had from 
a two-inch pipe carrying 20 lb. pressure, located under- 
ground at the northeast side of building. As a pressure 
of 20 lb. is much too high for heating purposes, I intend 
installing a reducing valve to bring pressure down to 4 
or 5 lb. or whatever you would recommend. In addition 
to the reducing valve, would you consider it advisable to 


in order to give short horizontal piece of pipe the desired 
pitch between main and riser? 

It is also intended to heat the water, for use in the 
building, with steam. Would you suggest the usual gal- 
vanized cylinder with steam coil inside fitted with tem- 
perature control valve? 

We have on hand 14 standard steam radiators, 10 sec- 
tions in each radiator, two column and 88 inches high. 
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CONNECT OR DISCHARGE THRU 
ITABLE TRAP TO WASTE OR SEWE 


Fig. 2 


For even a small radiator, 8 or 12 sq. ft., would you ap- 
prove of connecting it up with less than a 14-inch pipe, 
on a cne-pipe job? 

Owing to the distance between job and power house 
it is not the intention to return the condensation to hot 
well. A few suggestions or a sketch on plan concerning 
the elimination of water of condensation and air would 
be appreciated. 


W. C. Emanon. 


In accordance with the information submitted by your 
letter and building plan, we estimated the radiator re- 
quirements for this building at approximately 1,500 sq. ft. 
for which we would suggest the use of not less than a 
four-inch circuit main. 

Connect the two-inch service line to this main through 
an expanded type of pressure reducing valve. Install a 
suitable type strainer on the high pressure side ahead 
of the pressure reducing valve, also provide a live steam 
by-pass connection, properly valved, between the high 
and low pressure sides. Unless for some particular rea- 
son, two pounds pressure would seem sufficient for the 
heating requirements. 

Regarding the size of radiator valves, these may be 
installed in accordance with the following schedule: 

Up to 25 sq. ft.—1 inch. 

26 to 60 sq. ft.—1% inch. 
61 to 100 sq. ft.—1% inch. 
Over 100 sq. ft.—2 inches. 


Under ordinary conditions risers may be of the same 
size as the valves, otherwise use one size larger. Lateral 
connections should be at least one pipe size larger than 
the riser supplied, and should be taken from the main 
with a 45-degree top connection. Connect to base of 
spuds or risers with swing joints. Grade main down from 
source of supply at least one inch in every 15 ft. of 
length. Lateral connections for risers should grade up 
from the main not less than one inch in every 38 ft. of 
length. The supply main upon entering the building 
should run parallel with the north, west, south and east 
sides, respectively. Cover all piping run through exca- 
vated areas, 

In Fig. 2 details descriptive of a practical installation 
are shown. 


TO HEAT TWO RADIATORS FROM FURNACE COIL 


Editor, ‘“‘Domestic Engineering” :—Will you kindly ad- 
vise me how I can heat two radiators from a furnace coil? 
One of the radiators is 65 sq. ft. and the other 20 sq. ft. 


Fig. 1 shows the connections I have in mind. I will ap- 
preciate your advice. 
Pennsylvania. P. J. Hi. 


We suggest that the 1-inch lines shown in Fig. 1 be run 
from the auxiliary heater direct to the first floor radiator. 
(Continued on Page 36) 
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= |NON-OVERFLOW SAFETY CLOSET COMBINATION 


The Lambertville Non-Overflow Closet 
Bowl can be stopped up by misuse, but 


—IT CANNOT OVERFLOW 


N addition to the usual syphonic dis- 

charge trap at the front of the bowl, 
there is at the rear, the auxiliary overflow 
trap. (See engraving showing vertical 
cross-section. ) 


HOULD the main discharge trap be 
plugged, and an attempt be made to 
flush the closet, the excess contents over- 
flow harmlessly through the auxiliary trap, 
instead of disastrously over the rim of the 


bowl. 
DESIRABLE fixture for apartment 


houses where an accident in one 
apartment may cause serious annoyance to 
the tenant underneath. 


SPECIALLY desirable in _ hotels, 
schools, office buildings, factories, 
public comfort stations and other places 
where closets are not always treated with 
the care that they deserve. 
ACH combination is rigidly tested at 
the factory. The main trap is 
deliberately plugged with rags or waste, and 
the bow! must show itself capable of taking 
the full discharge of the tank repeatedly, 
without overflowing, before it will be passed 
by our inspector. 
OMBINATION packed in one crate i 
with mahogany finish seat, nickel- by: 
plated ell, tank screws, floor bolts and china 


bolt caps. 


AN also be furnished with white seat, 
and white enameled ell. Same service 
with added beauty. 


Special Descriptive Folder on Request 
\S 


J 


LAMBERTVILLE POTTERY COMPANY 


LAMBERTVILLE 3: 3: 33 NEW JERSEY 








ad- 
oil? 
, 


run 
tor. 





























eeB@ter ss 


























34 | DOMESTIC ENGINEERING May 7, 1927 
SSSS——=ARCO) —_—_—=_r 
National Success in One Year! 
High quality—low price— 


fastest turnover profits! 


The leadership won in a single year by the Ideal- 
ARCO TANK has been achieved by intensive 
engineering effort and equally scientific promo- 
tional and advertising methods. Mass production 
has enabled highest quality and exclusive features 
to be offered the Public at wonderfully attractive 
value, and at a price protection to the Trade 
which makes them glad and safe to buy in 
generous quantity for stock. 
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Made in Six Sizes, for coal ge in aa Sizes, ry Gas 
or coke, at advertised prices, Id | A Ri O | k at advertised prices, $66 up 
$84 up (freight extra). Sold e a an S (freight extra). Sold on par- 
on partial payment plan— tial payment plan—a-year-to- 


a-year-to-pay. for constant hot water supply pay. 


Immense and aggressive advertising and sales promotional ex- 
penditures and efforts have made these imperatively needed 
Ideal-ARCO TANKS the leading article in the Trade for fastest 
turn-over profits. Dealers repeatedly tell us that the ideal 
performance, remarkable fuel economy, handsome finish and_ f 
customer satisfaction are inducing the public to recommend 
enthusiastically to their neighbors the ARCO TANKS. Besides, 


it is found that the easy, sure operation of the ARCO TANK 


makes many converts to hot water radiator heating for homes! 


Join today in this great merchandising success! 
If your Jobbing Supply House cannot furnish 


you a sample immediately, then write, phone or 
wire your order, NOW, to our Sales Branch. 


| AMERIGAN RADIATOR (OMPANY 


Showrooms and sales offices: New York, Boston, Providence, New Haven, Newark, Philadelphia, 

Baltimore, Washington, Buffalo, Richmond, Feeenm Cleveland, Detroit, Cincinnati, Atlanta, 

Chicago. Milwaukee, Omaha, Indianapolis, St. Louis inneapolis, ‘St. Paul, Denver, Kansas City, 
San Francisco, Los Angeles, Seattle, Toronto, London, Paris, Milan, Brussels, Berlin. 





ag UNSTITUTE 
OF Makers of IO AL Boilers for coal, coke, oil and gas. AMERICAN Radiators, ARCO 
Hot Warer Su oop Heaters, VENTO (Ventilating) Heaters, Heat-Controlling Accessories, 


HEATING other products for drying, bumidifying, cooling and refrigeration, 
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A great market 
is being made 
ready for you! 


Are you taking full advantage of the great 
demand that has been created for VECTOand 
which is to be increased by additional mil- 
lions of circulation in the national publica- 
tions in 1927-28? The widespread public 
acceptance and the mass of testimonials 


reaching us from dealers and public alike 





indicate a far greater market for VECTO Now made in Mahogany finish as well as 
in French Gray. Vitreous Enamel. Adver- 
thru 1927-28. tised price $97 (freight extra). 


Ask for VECTO Sales and Profit Plan 1927-28! 


To help you get your share of the sales and the quick turn- 
over profits on the VECTO, ask the VECTO Salesman from 
our nearest Sales Branch to tell you and equip you with 
the Ideal-VECTO Sales and Profit Plan for 1927-28. This 


free, unequaled dealer service is yours for the asking -FREE! 
Read this letter from a New Jersey Dealer: 


Dear Sirs: 

In September, 1926, I purchased six of your Ideal-VECTO Heaters, all of which 
I sold—together with two more lots of six each—without any special canvass. Every 
VECTO has been satisfactory to the House-Owners, all of whom are glad to 
recommend them to their friends. 





FSM. Last season’s result makes it a pleasure to hand your Philadelphia Representative 
Ma an order today for ten VECTOS for immediate shipment and expect this to be 
Te! only a small part of my VECTO business in 1927. Would like to have been 
tex ag able to order a full carload but am unable to do so on account of the crowded 
pi he Sr, condition of my warehouse. 
“aned ‘ I am intending to advertise in the local papers in W. and will be 
oT BED if disappointed if I do not sell at least 50 VECTOS this year. Thank you for both 
oe the co-operation already given me and that offered for 1927. 
ie Our 1927-1928 Sales and Profit Plan is ready to go to work for 
W424 you. Phone or write us TODAY. 


AMERICAN RADIATOR (;OMPANY 


Showrooms and sales offices: New York, Boston, Providence, New Haven, Newark, Philadelphia, 
Baltimore, Washington, Richmond, Buffalo, Pittsburgh, Cleveland, Detroit, Cincinnati, Atlanta, 
Chicago, Milwaukee, Indianapolis, St. Louis, St. Paul, Minneapolis, Omaha, Kansas City, 
Denver, San Francisco, Los Angeles, Seattle, Toronto, London, Paris, Milan, Brussels, Berlin. 





Makers of IDEAL Boilers for coal, coke, oil and gas. AMERICAN Radiators, ARCO 
Hot Water Supply Heaters, VENTO (Ventilating) Heaters, Heat-Controlling Accessories 


and other products for drying, humidifying, cooling and refrigeration. 
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Provide the 65 sq. ft. with a %-inch valve and elbow. 
Connections for risers run to the second floor radiator 
should be taken from the side of the 1-inch main and run 
as a %-inch connection. Provide the 20 sq. ft. radiator 
with a %-inch valve and elbow. 

Do not connect the cold water into the feed line at the 
point shown, prevent reverse circulation by making this 
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connection at the low point of the return, noted as clean- 
out. 
Note the detail in Fig. 2, showing suggested methods; 


this, we believe, should secure satisfactory results. 





STUDYING VENTILATION IN THE RUBBER 
INDUSTRY 

The Bureau of Standards is co-operating with the Amer- 
ican Chemical Society in studying the effect of humidity 
and temperature at time of test on the tensile properties 
of rubber compounds. A definite program has been de- 
cided upon, and the work is being conducted under the 
direction of a physical testing committee appointed by 
the rubber division of the American Chemical Society, 
the bureau being represented on this committee. A rep- 
resentative of the committee is stationed at the bureau 
in the capacity of research associate, 

The rubber compounds used have been prepared and 
vulcanized under carefully controlled conditions in order 
to eliminate all variables that might affect the results. 
The experimental work is being carried on in a constant- 
temperature room with thermostatic control which per- 
mits tests to be made over a temperature range between 
+4.4 deg. C. (40 deg. F.) and +43.3 deg. C (110 deg. F.). 
Samples for test are stored in cabinets which are main- 
tained under atmospheric conditions varying from 0 to 
100 per cent relative humidity. 


Air-Line and Vacuum Systems 
By MAX PAUL MILLER 


Paul and Williams. Paul conceived the idea of ap- 

plying a vacuum to a unit of radiation to relieve it 
entirely of air only, while the latter used vacuum to better 
advantage, as he applied it to a unit to take out both air 
and water from a radiator. Therefore, we have the trade 
names today—air-line vacuum system and a return-line 
vacuum system. 


i ten was first applied to a heating system by 


THE AIR-LINE SYSTEM 
OW let us see what an air-line vacuum system doves 
and how it differs from a return line vacuum system. 

The air-line vacuum system is intended to take all the 
air out of a heating system through an air valve placed 
on the last section of a radiator about one-third of the 
distance up from the floor. The old type of air valve used 
was a carbon plug which expanded with the heat of the 
steam and closed off the port. 

The method first employed to produce a vacuum was an 
ejector which used steam and water as a medium to main- 
tain this vacuum. Then electrically-driven pumps were 
used. 

This system can be applied to any one-pipe or two-pipe 
gravity heating system. It relieves the system of air and 
circulates the steam at lower pressures. 

The air-line system does not handle any of the products 
of condensation. 


THE RETURN-LINE SYSTEM 
HEN the return-line vacuum system was first put 
on the market some thirty years or more ago, a 
needle valve or a valve with a small port that could be 
throttled, was used. The float trap was then developed. 
Then a cold water line was run to the suction of the 


vacuum, because the float valve, to be efficient, must have 





air leakage which could not be controlled by the flo. 


Then came the liquid expansion trap. 

Many devices provide partial relief, and the average 
engineer thinks that when he can maintain a vacuum of 
say from 20 in. to 25 in. in his heating system, he has a 
successful working job, not knowing that when he is able 
to maintain this vacuum without jet water, that his traps 
are all set too low and his radiation is only about 80 per 
cent efficient. He usually increases his pressure to get 
more heat, and when additional energy is created, it means 
additional expense. 

A return trap, to be efficient, must discharge its conden- 
sation into the return line well above 200 deg.—say about 
208 deg.—so that the last section of the unit is just as hot 
as the first, but in doing this it should not pass steam but 
must pass all the air which enters the trap, and lift high 
enough when it discharges to allow the dirt and foreign 
matter to pass. 

The return-line vacuum system will relieve an exhaust 
steam heating system of pressure, thereby eliminating back 
pressures from engines and pumps. Condensation from all 
piping and radiators can be effectively removed. Should 
the piping or radiators be below the water line of boiler 
or receiver, it is possible to lift this condensation by means 
of the difference in pressure existing in the supply and 
return mains. 

Modulation of temperature can be had by throttling one 
valve without the danger of air binding, water clogging oF 
water hammer. 

A vacuum heating system can be applied to a central 
heating plant regardless of distance. I have circulated 
heat where the greatest distance of units of radiation was 
a mile from the power house with three-quarter of a pound 


back pressure on air engine. 
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TAPPED 
ACCURATELY 


VERY Walworth 

fitting is tapped on 
an automatic machine, 
and then samples are carefully 
gauged to make sure that the 
threads of each run are within 
the tolerance allowed by the 
American Engineering Stand- 
ards. 


Thus if your pipe is correctly 
threaded, you are bound to get a 
tight joint which will insure the 
line against leaks and future 


























Walworth Malleable Fittings 


TESTED 
CAREFULLY 


troubles. And as no fit- 
tings need to be dis- 
carded, there is a mini- 
mum of installation expense 
with Walworth malleables. 


The cross-sectional view 
shown in the cut illustrates the 
precision of the taper of the 
threads. Tapping as careful as 
this is not obtainable with ordi- 
nary fittings. It will pay you 
dividends in satisfaction to re- 
member the name Walworth. 


WALWORTH 


Walworth Company, General Sales Offices: 51 East 42nd St., New York 


Plants at Boston, Mass.; Kewanee, IIl.; Greensburg, Pa.; and Attalla, Ala. 
Distributors in Principal Cities of the World 


Walworth Ltd., 10 Cathcart St., Montreal, P. Q. 
Walworth International Co., New York Foreign Representative 
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Keep Your Profits=— 


Gas-Era steam and hot water boilers “keep faith” 
with the installer after they are in use. 


After-service is reduced to an absolute minimum. 


The user has complete operating satisfaction because 
Gas-Era Boilers are equipped with simple, automatic 
controls, tamper-proof and responsive. Moreover, they 
are economical in gas consumption. 

Investigate the Gas-Era Gas-Fired Boilers. They 
build good will in the home, and leave your profits in 
the till. 


L. J. MUELLER FURNACE Co. 


Established 1857 
167 Reed Street Milwaukee, Wis. 


RICHARDSON & BOYNTON CO. 


Eastern Distributors 


260 Fifth Avenue New York City 


GAS-ERA GAS-FIRED BOILERS 


Designed for residential and 
industrial use, with capac- 
ities in Steam from 400 
to 12,000 square feet, and 
in Water from 650 to 19,500 


square feet of radiation. 
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Montana Association Plans Expansion 


scene of the thirtieth annual convention of the 
Montana Master Plumbers’ Association held April 
23. The gratifying increase in attendance over other 
meetings was the outstanding success of the convention. 

Carl C. Mott, of Missoula, president of the association, 
called the meeting to order. 

The following committees were appointed to take over 
the work of the meeting: Auditing, J. P. Grady of Havre 
and G. A. Mehl of Great Falls; credentials, D. H. Budd of 
Bozeman and T. E. Arnoldy of Missoula; publicity, Harry 
L. Hanson and Walter Arnold, both of Butte; correspond- 
ence, Chester M. Harris of Great Falls, Roy Crago of 
Helena and Thomas E. Luebben of Dillon; resolutions, 
Walter Tillman of Shelby and J. W. Christie of Helena. 


[Te Boulder Springs Hotel, Boulder, Mont., was the 


RE-ELECT OFFICERS 
HE officers who served the association during the 
past year were re-elected for the ensuing year. They 
are: Carl C. Mott of Missoula, president; A. A. Pinski of 
Great Falls, vice president; Elwood F. Kuschke of Bil- 
lings, secretary-treasurer. 

Reports of the officers and committees took up the time 
of the morning session. President Mott expressed appre- 
ciation of the good attendance in his report. It was the 
best the association had had at a convention for several 
years. He said that his greatest efforts during the last 
year had been put forth in building up the membership, 
and that the association has shown a marked improve- 
Ment in this respect. Still greater gains are in sight for 
the coming year, according to Mr. Mott. 

A. A. Pinski of Great Falls, vice president of the asso- 
ciation, gave an interesting discourse on ‘Your Competi- 
tor.” He pointed out that co-operation with one’s com- 
Detitor was the best way to make him the kind of com- 
Detitor he desires. ©. H. Morrow of Bozeman read a 
paper on the subject of “Contracts and Payments.’’ Talks 
were also made by Walter Arnold of Butte and Harry L. 
Hanson, also of Butte, both past presidents. 


HEAR NATIONAL DIRECTOR KELLY 

Sap J. KELLY of Portland, Ore., president of 

the Oregon state association, and a director of the 
National Association of Master Plumbers, represented the 
latter group at the meeting. In his talk to the convention, 
Mr. Kelly brought out some very interesting points for 
the advancement of association work. He stressed the 
hecessity of securing the good will of the public, which 
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Mott Harry L. Hanson 
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can best be accomplished, he said, by collective adver- 
tising. In closing he urged as many members as could 
make it, to try to get to the annual convention of the 
National association at Minneapolis, June 21, 22 and 23. 

Thomas E. Luebben of Dillon, past president of the 
association, who, in addition to carrying on his plumbing 
business, is an instructor of plumbing, heating and venti- 
lating at the State Normal School in that city, gave an 
interesting talk on ‘“‘Co-operation.’’ The meeting closed 
without a decision as to where the next convention will 
be held, and it was left up to the executive committee to 
decide. The Montana association expects to have a good 
representation at the forthcoming National convention, 
according to the members who expected to attend. 

c. Ss. D. L. HEARS ADDRESS ON SALESMANSHIP 

“Will the Selling of Plumbing and Heating Come to a 
Chain Store Basis?’’ was the subject of an address by 
Benjamin E. Jordan, sales promotion ‘manager for ,the 
Burroughs Adding Machine Co., before the California San- 
itation Development League at the Palace Hotel, San Fran- 
cisco, Calif., at its luncheon meeting April 14. 

Mr. Jordan broached a live subject when he referred to 
the tendency of the times with regard not alone to the in- 
dependent retail grocers but the wholesalers as well. ‘In 
short,” he said, “the manufacturers are finding a broader 
market for their goods through the chain stores, and the 
chain stores are spreading and prospering. Will it come 
to this in the plumbing and heating industry? To this 
question t answer ‘No’—that is, not unless you wait for 
people to come in and buy. You must go out and, by en- 
ergetic and aggressive means, go after and get the busi- 
ness. Just so long as you go out and teach and spread the 
gospel of your business, just so long will the chain store 
proposition cease to be a menace.” 

Touching on his line of business, Mr. Jordan drew a 
striking example between the merchandising of adding 
machines and plumbing and heating goods with relation to 
the mechanical training of salesmen. ‘In our organiza- 
tion,’’? he continued, ‘“‘it has been our experience that the 
average mechanic has discovered there is nothing mys- 
terious about salesmanship. All that salesmanship is, is 





applied common sense.” 

In conclusion, the speaker reiterated his doubt that 
chain store methods or ideas could not be brought into 
the plumbing and heating industry just so long as the 
plumber realized his responsibility and maintained vizor- 
ous sales methods. 
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Continental Classic Radiators are made in standard heights 
of 8, 6 and 4 tube sizes. 
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THE BEST LOOKING 
RADIATORS 
IN AMERICA 


O you might as well use 
S them. The price of the 
6 tube Continental Classic 
is the same as the old type 
3 column and they are both 
the same width. 

The price of the 4 tube 
Continental Classic is the 
same as the old type 2 col- 
umn and Jess than the 1 
column. The new 4 tube 
takes the place of the old 
type2columnand1 column. 

Continental Classic Ra- 
diators make your work 
look as good as it is. 


@ntinental Heater ©@rporation 
General Office and Factory 
Dunkirk. N Y.U S.A. 
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A scene in the logging district of Michigan 
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Type ““B’’ Drive includes cast 
iron sub-base, pump gear and 
rawhide motor pinion. Motor 
not included. 


Type “CH” Drive includes one piece 
channel iron sub-base, belt, idler and 
single tight pulley. Motor not in- 
cluded, 


Type “‘CI”’ Drive includes single tight 
pulley and idler for engine or motor 
drive. Motor and belt not included. 


Type “CHD” Drive includes one 
piece channel iron sub-base with silent 
chain and sprockets for pump and 
motor. Motor not included. 


Type “D” Drive includes cast iron 
subebase under pump and motor with 
silent chain and sprockets for pump 
and motor. Motor not included. 


Type “‘C’’ Drive includes cast iron 
sub-base under pump and motor with 
belt and idler. Motor not included. 
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AUTOMATICALLY 
OILED RIGHT! 


The Deming “‘Oil-Rite” Shallow Well Power Pump with tight and loose pulleys 


‘“PUMPABILITY” 


Assured by Deming “Oil-Rite’’ Pumps 


g: UMPABILITY” is the ability of a pump to deliver 

constant and efficient service over a long period of time 
with a minimum of attention and at an economical cost. 
When a pump does that it returns every dollar of its cost 
and more in service rendered. 


Note These ‘‘Oil-Rite’”’ Features 


1 Automatic lubrication assures positive and continuous oiling of all 

working parts. 

2 Economy of oil consumption. The pumps require a change of oil 

only once every four or five months. 

3 Durability and smoothness of operation assured by automatic 

lubrication. 

4 Fewest possible working parts with enclosed type of crank case there- 
by securing maximum safety of operation and utmost accessibility , 

5 Adaptability: Deming “Oil-Rite’ Power Pumps (Figure 809) are 
adaptable to practically all water pumping requirements where the 

vertical suction lift does not exceed 25 feet and the total head does 

not exceed 75 pounds. For greater suction lifts Deming ‘‘Oil-Rite”’ 

Deep Well Pumps (figure 1062) are built in a wide range of sizes 

and capacities. 

Pump Sizes: Figure 809 is built in five sizes—214'x214", 3x3’, 

4°x4', 5'x5", 6’x6". 

Capacities: The above sizes afford a capacity range from 7 to 79 

gallons per minute. 

Types of Drive: The various types of drive are illustrated on this 

page. 


For complete information pertaining to Deming *‘Oil-Rite’” and numerous other types of Deming 
Pumps and Water Systems you require a copy of “Catalog G."" Send for your copy today. 


THE DEMING CO. sr. 1880 Salem, Ohio 


Deming Distributors are located everywhere. Stocked for immediate 
deliveries and ready to cooperate with you when you need them. 
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Plumbing Elevations from Floor 
Plans 


(Continued from Page 25) 





Fig. 5.—Reading of the plans has been correctly done. 
A considerable saving in venting could have been made 
by stack-venting 4, 11, 29 and 39. Moreover, many 
plumbing codes would doubtless allow the stack-venting 
of 1, 5, 10 and 14. 
Many of the lines 
in this drawing 
were so faint that 
we had difficulty in 
figuring the connec- 
tions out. 

Fig. 6.—This draw- 
ing is well done, 
and shows the 
stacks correctly run. 
If 1 and 14 had sep- 
arate entrance to 
their stacks, the 
work would be im- 
proved. 29 and 39 
should be _— stack- 
vented to save ex- 
pense. 15 and 28 
should have contin- 
uous vents. 



































Every reader is in- 
vited to join this “post 
graduate” class im 
plumbing. 
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Fig. 15 
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SQUARE |—| GEE 


Iron — Malleable tron | FITTINGS 











We are so proud of Square 
“G”’ fittings that we 

‘ stamp on each one a square 
G as a means of instant 
recognition. 


THE GRABLER MANUFACTURING CO. 
CLEVELAND, OHIO 


WAREHOUSES — NEW YORK, CHICAGO AND SAN FRANCISCO 














E. J. WILLMAN & SON, 
Louisville Plumbers 


5 Say: 
66 We have used lots of 


EverHot Heaters and we 
to find the EverHot to be 
the best storage heater 


$ | 4 le) on the market today. 
en Co. 
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TRAP 


HEADQUARTERS 


Full Cast Body 
Ground Joint on Outlet 
The Best 


WE MAKE AN EX- 
TENSIVE LINE 











No. 399 


American Sanitary Mfg. Co. 
ABINGDON, ILL. 





























. Staple Plumbing mts Goods 
Tubular ti Goods 
Water Works Brass Goods 


United-Oberndorf Corporation 
Cleveland, Ohio 
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Fig. 16 


Fig. 7.—The problem was handled in this instance by 
showing each stack on a separate sheet. 
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2 stack-vented as in Fig. 6. 


of plan reading and of plumbing practice. 


Fig. 10.—This drawing would have been as correct as 
Fig. 9, if stack A had been offset in the same manner as 
stack B. This is the only wrong thing we can find. 

Fig. 11.—This drawing also shows a clear understand- 
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combined into one drawing. Stacks A and B according 
to the layout shown by the plans, have an offset just 
below the third floor, which this drawing does not show. 
Also, in the case of each of these two stacks, it is located 
at the extreme left of the fixtures. Looking upon the 
work in the plans in the direction that the arrow points, 
stack B is seen at the extreme right of the line on the 
first floor, and on the two upper floors it is located behind 
the laundry tubs. This is clearly shown in Fig. 8. Stack 
A is at the extreme left of the first floor fixtures, and 
offsets so that on the two top floors it also comes behind 
the laundry tubs. Stacks D and E show too much venting 
Stack-venting 
can also be applied to several top floor fixtures on the 
other stacks, when they are correctly located. Close study 
of other drawings and the discussion of them will quickly 
enable the overcoming of these mistakes in the reading 
of plans. We shall look for improvement on the next 


Plumbing Problems are published every other 
week. Readers send in their solutions which are 
commented upon in a “Schoolmaster” article. 


Fig. 8.—This drawing is very well done indeed. It not 
only interprets the plans correctly, but the work is cor- 


rectly and simply installed. 44 and 45 might well be 


Fig. 9.—About the only thing we can find to criticize 
in this elevation is the fact that the offsets seem to be 


run too flat. The work shows an excellent understanding 





















































Worthy of the Name 


A celler drainer worthy of the name ‘“‘Penberthy.”’ We are proud to market 
a product like our Model ‘‘R”’ Celler Drainer. It has always been our policy 
to make only the highest grade appliances and we feel the Model ‘‘R”’ has 


more than fulfilled our desires. 


This celler drainer works either on high or low pressure. It is the surest 
protection that can be had against flooded basements, coal pits, elevator 
shafts and excavations. It is more economical to operate than a pump 
and as it is troubleproof finds a very ready sale. 


The market for celler drainers is extensive, particularly at this season of the 
year and you will have no difficulty in convincing your customers ‘‘Penberthy”’ 
is best because that’s exactly the truth. 






AIRED 
PRODUCTS 









Your jobber can supply you. 


PENBERTHY INJECTOR COMPANY 


ESTABLISHED 1886 
1260 HOLDEN AVENUE 
Canadian Plant: Windsor, Ont. 








DETROIT, MICHIGAN 


Model 'R 


AUTOMATIC CELLAR DRAINER 
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The equipment 


oft proclaims the man 


To paraphrase Shakespeare 
with special reference to 
plumbing and heating con- 
tractors, “the equipment 
oft proclaims the man.”’ At 
least that is the idea as far 
as many customers are con- 
cerned for the contractor is 
held directly responsible for 
the performance of every 
piece of equipment he in- 
stalls. 


And it pays to give your 
customers no chance to be 
other than boosters. 


Jenkins Valves protect your 
customers’ interests, and 
yours, too. They are 
equipment of known relia- 
bility—made to quality 





standards for over sixty 
years. They are made to 
resist pipe strains and other 
severities of plumbing and 
heating service. 


No valve is a genuine Jen- 
kins unless it bears the Jen- 
kins “Diamond” mark. 
Make sure your men know 
this mark and what it 
means. Make sure they see 
it on every valve they 


install. 


JENKINS BROS. 


80 White Street........... New York, N. Y. 
524 Atlantic Avenue.......... Boston, Mass. 
133 No. Seventh Street..... Philadelphia, Pa. 
646 Washington Boulevard...... Chicago, Ill. 
JENKINS BROS., Limited 
Montreal, Canada London, England 
FACTORIES 
Bridgeport, Conn. Elizabeth, N. J. 


Montreal, Canada 


ays marked with the "Diamond" 


enkins Valves 


SINCE 1864 





























Fig. 112 
Jenkins Bronze Hose Angle 
Valve 





Fig. 352 
‘Jenkins Standard Bronze Swing 
Check Valve, Screwed 





Fig. 325 
Jenkins Standard Iron Body 
Gate Valve, Screwed 





Fig. 143 
Jenkins Standard Iron Body 
Angle Valve, Screwed 





Fig. 162 
Jenkins Extra song 2 Iron Body 


Globe Valve, Flanged 
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PECO C. I. Steam and Drain- 
age Fittings are carried by all 
leading jobbers in your com- 
munity. They are standard in 
dimensions, in weight and in 
design—each fitting being rigidly 
inspected twice before leaving 
our plant. 


The first inspection is in the 
cleaning room, where physical 
imperfections are sought. The 
second inspection, after tapping, 


seeks to check the threads and 
re-check the first inspection. 


The result— QUALITY! 


Specify PECO C. I. Fittings next time from 
your jobber and be sure of perfect fittings! 


PITTSBURGH ENGINEERING CoO. 
J EANNETTE, PA. 








PHILADELPHIA 











ST. LOUIS DETROIT 
TOLEDO CHICAGO 
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Automatic operation. Eco- 
nomical. Reliable. Quiet. 


Pump Goulds Centrif- 


ugal. Cast iron 
casing. Wearing parts of 
bronze. ¢ 


14 H. P. verti- ve 
eo 4° be 


mounted on pit cover. 


‘ Double pole 
Switch Peouwble pote 


ed on pit cover. All working } 
parts entirely closed. 


Fl oat Copper float and 


brass rod actu- 
ate the automatic switch. 
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Send for complete information and price 


Goulds Pumps, Incorporated 
Seneca Falls, N. Y. 
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On the stack. See Fig. 10 and others on this point. The SUMP 
running of the vent stacks for stacks A and B is not so PUMPS 


‘lose to the plans as in Figs. 8 and 9. Several top floor 











































HIS year Honeywell has 
been called upon to fill the 
trade’s requirements for auto- 
matic controlequipmentearlier 
than ever before. This is 
significant. It means that the 
public is being educated to 
contract for heating equip- 
mentin advance of the heating 
season. QIt means that the 
traditional practice of waiting 
for the first frost has been overcome—that 
progressive heating merchants have sold the 
public the idea of being ready for the 
first frost instead of waiting for it. It is 
proof that the heating contractor who is a real 
live merchant can make the non-heating season 
productive of substantial financial returns. 
Honeywell gives you this opportunity. The 
inconveniences of manual control are fresh in 
the minds of home owners. Sell them auto- 
matic control NOW, so that when next winter + 
comes they will be free of those inconveniences. 
And sell them dependable automatic control— 
Honeywell—so you may be assured of cus- 
tomer satisfaction and insured against costly 
service demands. 


The leading manufacturers of heating 
boilers are today recommending 
Honeywell exclusively. Of the im- 
portant automatically controlled do- 
mestic oil burners a_ substantial 
majority is equipped with Honeywell 
controls. 


HONEYWELL HEATING SPECIALTIES CO. 
Wabash, Indiana 


HONEYWELL 


Temperature Regulators 
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fixtures should be stack-vented. Read the discussion 
under Fig. 5 concerning this point. 

Fig. 12.—The plans are correctly followed except for 
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Fig. 19 


the fact that the vent stacks A and B would correspond 
to the plans more closely if they followed their stacks, as 


Zi B C re) A 





a 
z 




















¥ 








= 
as_] 




















a 
«| “hel All » VAmatac: 
5a. 4 Ae Oa 
Le -S 








8 U 

Ls 

+8 s:_! 
3 

Kx 


hd ed as | s 


, NW Wy" 
|| ILL 


\ ) 


Fig. 20 
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in Fig. 9. If the vent stacks went straight up without 
offset, the fact should be made known by giving the vent 


stack locations on the plans. Some of the top floor fix- 
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! 
Weather-beaten Prospectors knew there 
was “‘Gold”’ in the hills around Tonopah, 
Nevada—but two 18-year old lads had to 
prove it. 
“Gold is where you find it,” is the old 
prospector’s axiom—but knowing and 
‘ getting are two different things. 
Many a contractor who is surrounded by a glittering 
vein of ‘“‘“Extra Money”’ never turns a hand to harvest the 
crop. 
Extra Money or Profit comes from making invested 
You Ought to Read No. 19 dollars multiply their earning power. 
No subject is receiving the serious attention You wouldn’t throw away pipe or fittings because they 
=— a ee — ae = cost money—but countless minutes that cost you real 
ae Gene Senet aes wie. aankaiad money go slinking into the scrap pile every day—unno- 
lessons. ticed—and return not one cent of profit. 
Booklet No. 19 pre- Increasing profit by cutting costs is a sound principle— 
sents, in readable fash- but cost cutting fares best by “adding to” rather than by 
ond ion, @ few of the most “cutting out.” 
; important angles per- 
eis taining to this import- Cutting out one man’s time won’t necessarily pay a 
reg amg cans profit—but adding to the volume of work one man can do 
spent on Booklet No. has only one result—lower costs and higher profits. 
Becki 9 pete rms rage Beaver Self Contained tools cut costs by the “Adding 
vere pane Mo hours spent in doing to” method—they add to the volume of work done by 
-Rne actual work. You eliminating the loss of minutes which occurs when time- 
ought to read it. wasting tools are used. 
eer eee “an lt Contractors who have read Booklet No. 19 say they 
Samtemlats copy promptly. now have a different vision of the relation of time to 
profit. : * 
Perhaps you’ll have the same experience if you send in ‘ 
the coupon for your copy of this booklet. In 
510 Dana Avenue Warren, Ohio 
New York Office: 50 Church St., New York City THE BORDEN COMPANY, 
Warren, Ohio. 
Gentlemen 
I’d like to read booklet No. 19 that presents the } 
1D) O new slant on the profit possibilities of time. t . 
e if 
out Money Maki ng Pipe Tools NUN caskninnnnnivsisnstonsassnnrens. 
fix- ~ —— ~ ee sss = =a 
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The Jobber’s Place in 
Your Business 


Years of experience have shown that 
our close co-operation with the jobber 
has enabled us to supply your needs 


more promptly. 


He has Genuine Armstrong Pipe Tools 
in stock which saves you the delay and 
trouble of long distance buying. 


Buy Genuine Armstrong Pipe Tools 
From Your Jobber 


The Armstrong Manufacturing Co. 
284 Knowlton Street ‘ ‘ Bridgeport, Conn. 


New York Office: 1861 Lafayette Street 
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tures as well as 29 and 39 should be stack vented. See 
discussion of Fig. 5 on this point. The bathtubs do not 
seem to be adequately vented. 

Fig. 13.—The drawing is very creditable. The work 











r— 4 


on stacks D and E should be simplified, as in Fig. 10 and Lavatory Fixtures with metal es- 
others. 44 and 45 can be given a unit vent, as shown cutcheons and 4 arm metal handles 
in Fig. 9. 


Chromium or Nickel finish. - +; - 


Ee C D A 
SPEAKMAN COMPANY 
be WILMINGTON : : : DELAWARE " 
SPEAKMAN SHOWERS ! 
i and FIXTURES 
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<L i DEPENDABLE 
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| , SOIL PIPE and FITTINGS a 
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Fig. 14.—-We are much pleased with this drawing. The 














5 stacks are correctly run. We note that water closets are 
' a * 
‘ io Sanitary Co. of America 


LINFIELD, PA. 











HUMPHREY 


Automatic Gas Water Heaters 


A type and size for 
every building from 
the skyscraper to 


the cottage. 


Write for catalog and 
installation data. 


HUMPHREY COMPANY 
(Dio. Ruud Mfg. Co.) 
Kalamazoo P) Michigan 
















































REAL profit-opportunity 


A for the plumbing retailer 
—the Kohler Electric Sink. The 


Kohler Time Payment Plan 
makes it easy to sell. 


KOHLER o— KOHLER 


Plumbing Fixtures 









































hol vented. With the exception of the top floor water 
closets, they should be vented. The waste from 1 appears 


to enter the heel of the closet bend, which is not good 
practice, 


TRADE EXTENSION BURBAY 
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DONNELLY 


PRESSURE RELIEF VALVES 


The outside spring on the 
Donnelly Pressure Relief 
Valve does away with the 
possibility of spring corro- 
sion, with the subsequent 
loss of tension and adjust- 
ment. 


This Donnelly Valve is de- 


signed especially for base- 
ment system tanks, range 
boilers, storage heaters and 
closed plumbing systems. 

It operates automatically 
when pressure becomes too 
great. It is easily and 
speedily adjusted to any re- 
quired pressure. Your job- 
ber will be glad to sell you. 


DONNELLY MFG. CO. 
29 Mills St., MALDEN, MASS. 
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Soil Pipe and 
Fittings 


Are mechanically correct 
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Figs. 15 to 25 are isometric drawings or modified forms 
of such type of work. We are glad to see so large a 
proportion of the drawings being made in isometric. his 
is not in disparagement of the straight mechanical draw- 
ings in the least, but we feel that so much can be gained 
by becoming familiar with isometric, for in our opinion, 
the day is coming when one will need to know isometric 
in order to be properly equipped. 

Fig. 15.—This drawing shows an excellent grasp of the 
principles of isometric. It is only the second attempt at 
such work, and therefore the more creditable. However, 
the plans have not been strictly adhered to, and that igs 
what we try to do in this work. The plans show five 
lines passing through the roof, whereas this elevation 
shows nine. This is largely accounted for by the fact 
that stacks A and B are served by three lines instead of 
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Fig. 23 





two. The basement fixtures on these two stacks have a 
vent extension passing up through the entire building, 
which seems an unnecessary expense. We note that 44 
and 45 are not vented. 

Fig. 16.—This is a most excellent piece of work from 
every viewpoint. It will be noted that this drawing is 
made from an angle opposite to that on which Fig. 15 was 
drawn. Either way is right. If one angle seems to allow 
the work to be shown more clearly than another, that is 
the angle to use. It may make the thing clearer to some 
if we say that Fig. 15 is drawn by viewing the work 
diagonally from the left hand corner of the plans, and 
Fig. 16 from the right hand corner. To some others the 
idea may be put in more understandable terms if we say 


that Fig. 15 was made with the plans turned toward the 
left, with the long side of the plan pointing toward the 
right, and Fig. 16 with the plans turned to the right, with 
the short side pointing to the right. 


Join the Class now. All that is necessary is to 
send in a solution of a Plumbing Problem. 


The following paragraph from a letter accompanying 
this drawing is of interest: ‘Some day plumbing con- 
tractors may be called upon to estimate work drawn in 
this way. Perhaps architects and engineers would be 
willing to allow their draughtsmen ten or fifteen minutes 
to a fixture and for drawing the building and piping, ready 
for blue printing. I wonder if it would be worth it. If 
they go this far, they might as well make a list of the 
material and furnish that also.” 


Class members are requested to send in their 
photographs for publication. Photos and halftones 
are returned to them as soon as used. 
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Plumbers and steamfitters who know 


Ratchet Stocks tell you 
Tm, “REED” 


The men who have had a lot of ex- 


perience, with different kinds of ratchet 
stocks, have learned to look for the 
best combination of— 


(1) All-around Usefulness 





(2) Ease of operation 
(3) Reliability 


These are the plumbers and steam- 
fitters who are buying REED Ratchet 


Stocks, and here are the reasons why 
they prefer REEDS: 


One stock cuts all sizes from 1% inch to 2 inches, 
either right or left. The regular set of dies cuts from 1 
inch to 2 inches, but 4% inch and %4 inch dies can be 
used in the same stock. Because it has no lead-screw, 
the action of this stock is not restricted to any one 
thread pitch. To cut left hand threads simply change 
to left hand dies. Also cuts bolt threads from 1 to 2 
inches. Any pitch, anything at all within the range 


—American or British Standard. 


No guides to hunt for and insert, to make a lead 
screw fit the pipe. No time lost turning up set-screws, 
to clamp a lead-screw on the pipe, as the REED has no 
lead-screw. No filing off of the burr. The patented die 
of this stock has a double-threaded throat that takes 
hold instantly— burr or no burr— and draws the 
stock right along. 


+ 


Se 
or Pa 


ou 


Simple and strong— a dependable tool. The 
REED Ratchet Stock is made with fewer é 


parts and stronger parts— count them your- 4% 
self. You can take this stock apart in less  ,f 





than a minute. Pi 
¢ 
See this easier-starting and easier- A REED 
cutting stock at your jobber’s. Find out how the REED pays ‘back its cost in the first two-  , — 
days used— and keeps paying it back over and over, in the time and trouble that it saves / ag 


¢ 
onevery job. Mail back the coupon for a description of this handiest of pipe threading tools. S Gtie 


Sure, mail me that folder 
¢ “HE DIDN’T BELIEVE 
E DIE WAS. CUT- 


¢ TH 
STOCKS and DIES oo /{ucnaijoe ifn ee 
VISES, ETC. if Nene OUTPUT RT eT TT Crore eT Teer Te 
¢ 


¢ Company Name 


REED MANUFACTURING COMPANY, ERIE, PA.  %anaress 00000000000ccccccccccccceeeeeeees 
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Get the Original 

















“MIDLAND” tht MA? ROOF FLASHING =f 
"9 











One-Piece Cast Lead 


ROOF FLASHING 


The all-lead, one-piece, cast roof flashing 
— shown at the right—is the original 
one-piece flashing. It is easy to adjust, 
will fit any pitch roof and has no burned, 


crimped or soldered joints to come apart. 


It’s a 


MIDLAND 


So is the galvanized iron Flashing — at 
the left—with a one-piece lead sleeve and 
collar. Each of them is as perfect asa 


roof flashing can be made. The same is 
true of MIDLAND Brass Ferrules of 
which we make a complete line. 


Ask Your Jobber 


Midland Metal 
Mfg. Co. 


Kansas City *Newark 


Mo. ae 


‘Newark plant manufactures Roof Flashings only. 
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Fig. 17.—This drawing, as far as we can tell, 1s a 
correct interpretation of the work shown on the plans, but 
as a matter of fact, the lines which were drawn with red 
crayon are quite indistinct at several points, and we are 
not just sure that we have reproduced it correctly. It 
would help us greatly if quite large drawings were to be 
made when isometric is used. If they were a couple feet 
square it would be much better than less than one foot 
square, as some of them are. 

This would be an isometric drawing if both angles were 
drawn at 30 degrees. The angle at the right is 30 degrees, 
put the one at the left is 60 degrees. The difference will 
at once be noted if reference is made to Figs. 15 and 16. 


; 


Livery reader of this article is urged to send in 
suggestions for the improvement of this method of 
aiving plumbing instruction. 
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Fig. 24 


Fig. 18.—This drawing is a first attempt at isometric, 
and covers only one part of the work, stack B. The 
working is correctly done. It should be understood, how- 
ever, that actual measurements on the floor plans can 
be laid off on the three axes of the isometric elevation 
or where parallel to the axes. By this we mean that a 
measurement of one foot on the plans would be repre- 
sented on the isometric elevation by a measurement of 
one foot, the length in each case being according to the 
scale the plan or the elevation was drawn at. The ques- 
tion is asked as to why the Y’s and 45’s do not look 
hatural. We must appreciate that these elevations that 
we are making show pipe and fittings with a single line. 
If we were to show pipe and fittings with double lines, 
showing also beads and hubs on the fittings, no doubt 
the Y's and 45’s would look more natural. Such a course 
would increase the difficulty and time necessary in making 
drawings, for which reason we shall have to make the 
best of the single line piping. 
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REG. U.S. PAT. OFF. 


Difr~enshal~Vacm 





DUNHAM 





pata Songer, ) ieee 
DIFFERENTIAL I 
IN PRESSURE 4, tem, | _f VACUUM 





UEL economy through efficient 

operation under a wide variation of 
steam pressures (from 25-inch vacuum 
to 2 to 3 lbs. gauge pressure) distin- 
guishes the Dunham Differential Vac- 
uum Heating System. Write for 
Bulletins. 

The Dunham Differential Vacuum Heating System 

Ser ediaan to ake Wikieee Olean Canad maar tencior 


countries. Any infringements will be vigorously 
prosecuted. 


C. A. DUNHAM Co. 


Dunham Building 
450 EAST OHIO STREET CHICAGO 


Over sixty branch and local sales offices in the United States 

and Canada bring Dunham Heating Service as close to you as 

your telephone. Consult your telephone directory for the 
address of our office in your city. 


















HOT WATER 
HEATING SYSTEMS 








Put your name here 


Install your own systems. 
Make them the Red Top 
pressure type. A Red Top 
Valve and an air-tight are 
all the special equipment 
needed. 


These systems are easy to in- 
stall, and at a price which 
means steady, paying busi- 
ness. Their economy and 
safety appeals strongly to 
home owners. 


' Red Top¥Relief Valve Write today for further data 


Model No. 2, Approved NEPTUNE METER CO. 
by the Underwriters’ 50 E. 42nd St., N. Y. City, N.Y. 
Laboratories, Inc Branch Offices in Principal Cities 


Rea fop Reker Valves 
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s your vise 7} 
losingits ~* 
hold on life ? 


H’s old age or overwork crept into its parts? 
Does it slip and work loose on the job? If 
so, it’s losing its grip—its days are numbered— 
it’s time to buy another. 

But be sure you get GENUINE Williams’ 4 sizes for 
“Vulcan,” for they are compact, rapid in action, 2" to 8" pipe 
positive in grip. They hold their youth in- 
definitely because they are built for the hardest 
kind of work: — 

Entire wrought steel construction—no castings 
are tolerated—drop-forged base, handle and jaws, 
saw-tempered teeth and GENUINE “Vulcan” 
chain are features that spell long, dependable, 
efficient service. Order yours today. 


J. H. WILLIAMS & CO. 
“‘The Drop-Forging People”’ 


New York BUFFALO Chicago 


GENUINE 


Ss Dis 


“VULCAN” 


DROP - FORGED 
CHAIN PIPE VISE 
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Fig. 19.—This elevation is correctly arranged, accord- 
ing to the principles of isometric. We notice in several 
instances that the vents for a pair of water closets are 
tied together. This is O.K. if the point at which they 
join is above the fixture, but if below the floor, as seems 
probable, waste will flow through the vents. The two 
first floor lavatories on stack C should be stack vented 
into the foot of the vent stack, as in Fig. 6 and others. 

Fig, 20.—While this drawing is not an isometric, we 
have grouped it with the isometrics. The work is entirely 
clear, and we can see that with a little study the isometric 
method would be easily mastered. The drawing shows 
correct reading of the plans. 

Fig. 21.—This drawing is made without the floor 
lines. We feel that such lines are an aid to the correct 
understanding of an isometric drawing. At the same 
time, these auxiliary lines should be as few as possible, 
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Fig. 25 


in order to make as little confusion as possible. Ac- 
cording to our idea, stack A should be located at the 
left of stack D in this view. 


All that is necessary in order to become a member 
of this world-wide plumbing class is to send in a 
solution of a plumbing problem. They are published 


regularly in “Domestic Engineering.” 


Fig. 22.—This drawing, also Figs. 23 and 24, are on 
the drawing problem of January 8. The work is very 
well done, showing a good understanding of isometric. 
Apparently eight pipes pass through the roof, whereas it 
Would seem that only three are required. 

Fig. 23.—Here is an elevation that reflects the work 
shown on the plans very correctly, and it is an easy mat- 
ter to trace the various connections. We have classed 
the drawing in with the isometrics, but as a matter of 
fact, it is not an isometric. It is a drawing made in 
mechanical perspective, and as such it is very acceptable. 
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Why Classic Leads 


It was the first combina- 
tion sink fixture on the 
market. Has many exclu- 
sive features, including 
adjustable arms. But 
most of all, because it is a 
Chicago Faucet, and that 
means there’s no higher 


ality. 
CHICAGO* 


The Chicago Faucet Co. 


Cc ET S 2700-22 N. Crawford Ave. 
Chicago, Ill 























ts are more Minneapolis 
Heat Regulators in use than 
all other kinds of heat controlling 
devices combined. Uninterrupted 
leadership for 41 years, 


Write for catalog and 
sales plan 
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Minneapolis Heat Regulator Co. 
Est. 1885 
2801 Fourth Ave. So, | Minneapolis, Minn. 
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Telephone: Lawndale 1850 - 1851 


Ingot Brass 
High Quality Metals 
Metals made up to specifications. 


R. LAVIN & SONS 


2511-2525 W. 21st St. 
John Hartman, Sales Mgr. Chicago, Il. 
































PLUMBERS BRASS Gooos 
PLUMBERS SPECIALTIES 


Seen gg 


THE PECK BROS. & CO. 


Established 1856 
NEW HAVEN. CONN. NEW YORK CITY. 
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Pneumatic Water Supply Systems 

Tankless Water Supply Systems 
24-Hour Delivery 

Any Capacity— Any Head 


PUMP COMPANY 


| SEWAGCE-CONDENSATION-CIRCULATING 
| BILGE FIRE-HOUSE- VACUUM 











CHICAGO, ILL. 











Without a Doubt . 


There isa Moore Radiator Hanger 
to fit your every need. They are 
built in seven different styles and 
are adaptable to any type radi- 
ator. An adjustment range of 414 
inch vertical and a 2)% inch hori- 
zontal makes exact measurements 
unnecessary, and all that is re- 
quired for assembly and instal- 
ling is one 4 inch bolt. 


These hangers are made of pressed 
steel and are very light in weight, 
varying from 3%4 to 634 Ibs. The 
sooner you begin to use Moores, 
the sooner will you begin to save 
time and money. 





Your jobber has them 


CARTY & MOORE ENG. CO. 


(Incorporated) 
611 W. LARNED STREET 


DETROIT, MICH. 


Bottom Hung 
Wall 


a 
Single Row 








| lem which appeared months ago. 
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At the same time, the real isometric elevation is so much 
more truthful than such a drawing, and therefore so much 
more reliable, that we feel it would be time well spent 
to turn the good understanding that is displayed to the 
making of isometric elevations, 

Fig. 24.—This drawing is also well made, and cor- 
rectly interprets the plans. We note that stack E is shown 
coming off the house drain, and cut off, the balance of 
the work on the stack being shown off at one side, The 
idea is to save confusion, as this work would mix right 
in with the stack A work. In many instances this 
method, which has not been adopted in any of the pre- 
vious drawings, ought to serve a good purpose. We think 
it a very good idea, one that will help to make the work 
more understandable. 

Fig. 25.—This isometric is based on the drawing prob- 


| lem of December 18, 1926, and shows an accurate knowl- 








| system. 





edge of the principles of isometric plumbing elevations. We 
note on the original drawing that the floor lines are 
emphasized by being drawn in ink, while the piping is 
in pencil. Our idea would be to reverse this, to make the 
piping in ink, and the floor lines in light pencil. 

Fig. 26.—This drawing is a belated return on a prob- 
One of the criticisms 
of this drawing is the great amount of vertical vent stack 
used. Each stack practically has two vent stacks, whereas 
one is enough. It should be borne in mind in working 
out these problems that you should not do on paper what 
you would not do on the job itself. You would be mighty 
careful not to use any more soil pipe than was absolutely 
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Fig. 26 


necessary, because it costs money, and in working oul the 
problem we should be just as cautious. There are many 
crown vents to be noted, all of which should be con- 
tinuous vents. 1, 4 and 6 should be stack-vented, thus 
saving the expense of special vents. The water closets 
should not have vents with square bends at the foot of 
them, as these vents will not drain properly. One trap 
on 26 is sufficient. The vent from 32 should pass sepa- 
rately through the roof, and not connect into the vent 
Another point that might be mentioned is that 
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Supply & Waste Cquipment 


—truly a most important item and one that must be either 
greatly appreciated or merely tolerated for years to come. 
Standardize on FROST Equipment—the result of 25 years 
of engineering skill and experience. 


THE FROST MANUFACTURING CO. KENOSHA, WISCONSIN 
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Fig. 27 


there is no need to carry the vents for 12 to the floor 
above. 
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Fig. 27.—Practically the same criticisms applied to lig. 
26 apply here. The best thing to do with 37 would be to 
replace it with water closets. Many of the top floor fix- 
tures should be stack-vented, in order to save expense. 


Charles Musselman of San Francisco is a very enthusi- 
astic Class member. Part of a recent letter from him is 
quoted below: ‘A recent article, entitled ‘‘Unraveling 
Isometric Tangles,’’ convinces me that “Domestic En- 
gineering” is an active clearing house of good ideas. With 
reports coming in from all over the world and from every 
branch of the trade, you are in an excellent position to 
give each a fair hearing on its merits and judge from 
the results the direction of the progress that is being 
made. There is no question about ‘‘Domestic Engineer- 
ing’ being the greatest educational medium in the world 
today pertaining to every branch of the plumbing and 
heating industry. Every issue and every page from cover 
to cover is alive with interest, illustrating and describ- 
ing some new and useful idea or some well established or 
new article that has proven to be a mechanical and com- 
mercial success. Unraveling isometric tangles seems like 
a difficult task, and it is, but with the brains of many 
countries concentrated on the subject, watch how nicely 
these ideas dovetail together when they emerge from 
the clearance house. See how the drawings are built 
up step by step and how every angle falls into line. See 
how the isometric ruled paper has been replaced by the 
actual outlines of the building frame. See how the ex- 
traction of the square root is made unnecessary to get 
the length of any diagonal line by simply pointing off 
a proportionate distance horizontally and vertically, just 
as easily as you would point off decimal places to avoid 
a long method calculation.” 
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Job that Lasts 


Use Anaconda on every brass pipe in- 
stallation, and make a job that lasts. 


Anaconda Brass Pipe is guaranteed, 
trademarked, and advertised. It can be 
obtained from leading plumbing sup- 
ply houses. It costs no more than good 
brass pipe should. . . . . Use the best. 


THE AMERICAN BRASS COMPANY 
GENERAL OFFICES: WATERBURY, CONNECTICUT 
Offices and Agencies in Principal Cities 
Canadian Mill: ANACONDA AMERICAN BRASS LTD., 


ew Toronto, Ont. 


ACONDA BRASS PIPE 
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The new “‘Rainbow’’ is now fitted with | 


NowoB 


BASIN FAUCETS 


PATENTED, OCT. 20, 1925. PATENTED DEC. 21, 1926 
PATENTED IN CANADA APRIL 12, 1927. 


quired, oil burning boilers may be considered. 











: D-477 “NEW MODEL” 

A decided improvement that makes them practically everlasting. 

The Basin faucets have bronze removable seats. hard vulcanized Rubber 
Seat Washers, non-rising, stem-direct pressure. “Principle” of stem, against 
seats, no grinding or twisting and very smooth working. The body of the 
faucet is not threaded to engage the stem and gen of the Bronze Re- 
movable Seat) the body of these faucets are absolutely everlasting. 

Removable seats will be appreciated by users and in the ‘*‘NOWOB” 
construction not only the seat but all wearing parts are renewable. 

Rainbow fixtures have always been in demand—the ‘‘ 
struction makes them better than ever. 


LIST PRICE $18.00 each Write your jobber for prices | 
STREET & KENT MFG. CO. 


1954-64 Clybourn Avenue : CHICAGO, ILL, 
Manufacturers in Chicago since 1888 
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Reduce Roughing-In Costs and Make 
Easier and Better Installations 


They eliminate the annoying, time-consuming and 
expensive long-screw connections, unions or ‘‘R” 
and “L” nipples, and therefore SAVE YOU TIME 
and MONEY. 





Illustration shows 
position of pipe in 
sleeved hub after 
being screwed into 
top fitting. 


Simply drop 
into sleeved 


pipe 
hub, 
screw into top fit- 
ting, calk—and the 
job is done. 


NOTE: Oakum 
cannot possibly 
work thru joint, 
or pass end of pipe. 


PO eT TP 


If 


Manufacturers of a complete line of fittings for 
either CAST IRON or SCREWED PIPE instal- 
lations. We have fittings for any type operation 
—whether a skyscraper, hotel, apartment build- 
ing or small cottage or bungalow. 

Write today for catalog of modern and econom- 
ical plumbing roughing-in systems. 


STRINGER BROS. CO., Inc. 


1100 W. 38th St. +: Chicago, Ill. 


Warehouses: Chicago, Ill., Gadsden, Ala. 
Factories: Gadsden, Ala 
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conditions encountered and the oil burner to be used. 
| when the selection is made, the foregoing information is 


| Governor Ritchie 
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Oil Burning Boilers 


(Continued from Page 22 


with boilers designed specially for oil burning. However, 
when a new heating installation is made in which oil is to 
be used as fuel, and where the maximum efficiency is re- 
The selec- 
tion of the boiler must be made according to the operating 
If, 


applied and a boiler and burner selected which meets these 


| specifications, a first class installation and a satisfied cus- 
tomer will be the result. 


An oil burning boiler with the top plate removed 


If there is any doubt in the minds of our readers on any 
of the points discussed or should any other information be 


required, send your inquiry to ‘‘Domestic Engineering. 


If any special condition exists on which information is 
desired, these conditions should be explained fully in 
order to obtain the proper information. 

New types of oil burning boilers are being placed on 
the market from time to time and this field is growing 
rapidly. So this article is not presented as covering the 
whole field of oil burning boilers. Additional information 
and other types of oil burning boilers will be presented 
in a future issue. 





MARYLAND GOVERNOR VETOES LIEN LAW 

Disappointment was felt by many in the plumbing and 
heating trade in Baltimore when Governor Ritchie vetoed 
a law providing for liens on materials furnished for build- 
ing purposes, which was recently passed by large ma- 
jorities by both houses of the General Assembly of Mary- 
land. The lien law was sponsored by the Maryland Mas- 
ter Plumbers’ Association and several other trade bodies, 
and it was fully expected up to the last minute that 
would sign the bill. A great many 
master plumbers and others interested went to Annapolis 
a week before the veto to argue for the bill at a public 
hearing, and it was believed at the time that a favorable 
impression had been made. 

Governor Ritchie also vetoed a law which would have 
given the police of Hancock, Md., the power to enter pri- 


vate homes without a warrant, to inspect the plumbing. 
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Salesmen—but their names 
don’t appear on your payroll 


PATENTED 
March 1920 
October 1925 

i 1926 





ORD-OF-MOUTH advertising — free will offerings from 

satisfied customers to their friends—that’s the kind of adver- 
tising that helps to boost your reputation, swells the fund of good- 
will in your favor and swings desirable contracts your way. 


Every modern installation you make is a living, eloquent advertise- 
ment for you. And every satisfied customer an enthusiastic salesman. 


Copyright 192 . ° 
Heeistered U. 8. You can cash in on a reputation for up-to-date, 


Patent Office 

panies quality work by meeting the demand for modern sani- 
tary conveniences—by installing built-in tubs, pedes- 
tal lavatories and modern bath and shower fixtures. 





The Plumbing Contractor who joins forces with 
Republic Brass links himself with an organization, 


ene 1 distinguished for producing quality merchandise— 

‘ild- . y merchandise that is high in quality, up-to-the- 

ma- ae minute in design and strikingly beautiful in finish id 

ary- This tag appears on and appearance. Illustration above shows Republic 1230-C 
las i ta coe | Gemmvethtne Aotete atens 
lies, Wdentiping mark of 4 CT he REPUBLIC BRASS COMPANY =: Cleveland, Ohio ine part of draim accesible through over. 
that Aislah cutie: gerfetais Good Plumbing ++ Good Business ++ Republic Brass Goods coh cole denote te ee 


‘ high class work and uses Canadian Distributors: The James Robertson Company, greater convenience by providing for stop- 
jany quality materials. Montreal, Quebec—Toronto, Ontario ping of water supply at a single valve. 
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-| REPUBLIC coass 
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A igree installation of Sloan Royal Flush Valves has 

become standard practice, not only in large build- ROYAL FLUSH VALVES 

ings, but in residences and small apartments as well. The Recognized Standard 
They are neat and up-to-date and 


Many plumbers, in their work on residence or small improve the appearance of any 
apartment jobs have found the Sloan Sizer to be a bathroom. 


real help, a time saver and a source of valuable infor- They are easy to install and can be 


relied upon to work efficiently with- 
mation. The Sloan Sizer is a calculator that gives the oak Gas manantn af seamen, nad 


proper size of tap, service and supply pipe. require no attention to keep them 
in working order. 


With this handy device you can figure out the pipe They deliver a uniform flush at 
sizes for the average small building where Sloan every operation. 
Royal Flush Valves are to be installed, and know, in They can be used on any make of 


advance, that the whole job will be right. fixtures that require flushing. 


They can not be held open to waste 


You ought to have one of these calculators. Sent to water. 


you free of charge. Just write, ‘‘Send me a Sloan 
Sizer’’ on your letterhead and mail it to the Sloan 


Valve Co., Chicago, Ill. 


ROYAL FLUSH VALVES 
SLOAN VALVE COMPANY 


CHICAGO 


Albany, N. Y. Butte, Mont Des Moines, Iowa acksonville, Fla. Miweskes, Wis. New York City, N.Y. Seattle, Wash. 
Atlanta, Ga. Cincinnati, Ohio Ci = Linnea —— Oklahoma City, Okla. St. Louis, Mo. 
Baltimore, Md. Cleveland, Ohio Durham, Conn. — og aatdos a. 

. Mass. Dallas, Texas Fort Wayne, Ind. Pittsburgh, > Pa. 
Buffalo, N. Y. Denver, Colo. Indianapolis, Ind. > 5 La. San Francisco, Cal. 
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CONDITIONS IN LEADING JOBBING CENTERS 


BUSINESS 








CHICAGO 


Although business is still not free from spottiness, the 
total volume of distribution of plumbing materials has 
not stopped its steady climb, and the business year turned 
in to its fifth month with activity in Chicago substantially 
sustained. As far as can be learned, it is not quite up to 
last year’s records at this time, or, at least, it is not so 
well distributed. But prospects are just as bright; in fact, 
building forecasts indicate that this central west district 
is in for as large a construction program as it has ever 
enjoyed. 

In the meantime, there is a lack of spectacular develop- 
ments. A great deal of figuring is being done. Contracts 
are being let in larger number, and more ground is being 
broken for new work than was the case a month ago. 
Manufacturers have been able to handle nicely all the de- 
mands which are being made upon them, and are still in 
position to ship from stock the usual run of orders which 
are being placed. Jobbers continue to buy sparingly, there 
being no departure from the policy of maintaining only 
minimum, working inventories. They report that their 
turn-over is steady and that, as far as volume is con- 
cerned, business can be called satisfactory for this season. 
Labor is adequate and the situation is free from disturb- 


ances. 

A reduction in prices of wash down bowls and tanks 
was announced since the last report by several manufac- 
turers. It averaged 10 per cent on bowls and a little less 
on tanks. It did not apply to any other items in the 
vitreous china line. With this exception, manufacturers’ 
prices were unchanged during the week. Wholesalers’ 
prices are still leaving little margin for profit. 

March shipments of domestic water softeners, as re- 
ported by eleven manufacturers to the Department of 
Commerce, were 790 units, with a net sale price of 


$101,760, as compared with 581 units in February, with 
a net sale price of $82,564, and 911 units in March, 1926, 
with a net sale price of $131,711. March shipments of 
domestic pumps and water systems, as reported to the De- 
partment of Commerce by thirty-two manufacturers, ag- 
gregated 5,731 water systems, 43,573 pumps and 17,8566 
cylinders shipped separately. 
Soil Pipe 

With the increased number of new projects getting 
started, interest in soil pipe is active, and foundry ship- 
ments are aggregating a larger tonnage. The purchasing 
of jobbers continues to call for only enough material to 
keep abreast of the trade’s needs, however. Some foun- 
dries report better business than others, but the industry 
as a whole is still on a curtailed production schedule, has 
adequate stocks for quick delivery and is not working. 
against any back-log of orders. Prices have not changed. 

Steel Pipe 

Jobbers are maintaining well assorted, minimum stocks 
of steel pipe and report a steady turn-over from week to 
week. Mills have good-sized stocks and can ship promptly 
on order. Practically no forward buying is reported. 
Mill prices are firm and unchanged, having remained at 
prevailing levels since early in 1923. 

Wrought Iron Pipe 

Wholesalers are keeping their wrought iron pipe racks 
filled with a well-balanced assortment, but are not build- 
ing their stocks beyond current requirements. Mills are 
shipping promptly and booking a fair to good volume of 
business from the Chicago district. Prices are firm and 
have not changed for over four years. 

Enameled Ware 

Shipments showed an increase in the last week accord- 
ing to some reports, with-a number of jobbers taking in 
their May requirements. Buying has not changed, the 
adequate supply of ware at sources and in local ware- 





RICES of wash down bowls and tanks were re- 
duced by several manufacturers since last week’s 
report. The reduction did not apply to any other items 
in the vitreous china line. Other manufacturers’ prices 
were unchanged during the week. Spottiness still 


characterized the gradual expansion of consumption 
which has been under way in recent weeks. In most 
sections of the country, however, business is opening 
up nicely, with the total volume of distribution aggre- 
gating good figures. In New York, a lock-out of 
journeyman plumbers was announced in all the five 


boroughs last week. This has put a check on buying 
in that district, the uncertainty of how much and how 
long work will be tied up causing wholesalers and con- 








REDUCE PRICES ON STAPLE BOWLS AND TANKS 


tractors to hesitate in making commitments. On May 
2, about 1500 workmen in Queens were ordered back 
to their jobs on a temporary injunction, which some 
interpret as a break in the lock-out. 

There continues an adequate supply of all materials 
and fixtures, most manufacturers carrying stocks 
which make possible prompt deliveries. Wholesalers, 
as a rule, are maintaining minimum-sized inventories 
and keeping them well assorted and abreast of cur- 
rent demands from the trade by frequent ordering- 
from manufacturers. Inquiries for quotations are nu- 


merous, both with the manufacturer and the whole- 
saler, and contractors are figuring a large volume of 
work. 
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WENTY-eight bathrooms fitted with T/N One-Piece Closets (equipped with 

Seat Style No. 50) make this Hackensack apartment up-to-the-minute. Owners, 
contractors, architects, plumbers—all find this modern distinctive unit fixture so 
fittingly adapted to any building plan that it is now becoming a standard specification 
for new buildings everywhere. And for remodelling old dwellings to give them greater 


renting appeal or selling value, the T/N is particularly appropriate. 


W. A. CASE & SON MFG. CO. 


220 Delaware Ave. 
Buffalo, N. Y. 









Potteries: 
Robinson, Illinois 














Ta Unit Fixture 
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houses of manufacturers enabling the wholesaler to take 
care of his current needs by maintaining minimum stocks 
and ordering fill-in lots as holes appear. Manufacturers’ 
prices have not changed. 
Pottery 

A reduction of 10 per cent on wash down bowls and of 
a little less on tanks was announced last week. No other 
items in the vitreous china line were affected by the 
change. At the end of March, manufacturers had the 
largest stocks on hand that have accumulated since rec- 
ords from the Department of Commerce became available. 
March shipments, as reported by thirty-three manufac- 
turers to the Department of Commerce, were 287,712 
pieces, as compared with 292,464 pieces in February and 
304,954 in March, 1926. During the last week, jobbers 
continued to take in only sufficient quantities to meet 
current requirements, with the total volume represented 
thereby indicating an expansion of consumption. 

Range Boilers 

A substantial volume of range boilers is being bought 
steadily. Jobbers are relying on local warehouse stocks 
for their needs, and are not .ordering ahead, as a rule. 
The supply is adequate. Prices have not changed. 

Plumbers’ Brass Goods 

The increase noted last week in commitments for brass 
goods seemed to continue during this week, orders reach- 
ing manufacturers in good numbers and specifying good- 
sized quantities in many cases. Buyers are not looking 
far ahead, but are stocking up to some extent. It is pos- 
sible to obtain prompt delivery service from manufac- 
turers. Prices continue close, according to reports, but 
have not changed. 

Boilers and Radiators 

Shipments during the last week showed a spurt, with 
buyers taking in boilers and radiators to save the 2% per 
cent period price advance which went into effect on the 
first of the month. New buying was light. Manufacturers 
have adequate stocks and can make prompt shipments. 
Prices did not change. 


NEW YORK 


The weekly review in Greater New York of the plumb- 
ing and heating materials market places most all the 
emphasis on the labor situation. While this has been the 
chief concern of the industry in this territory since the 
first of April when the journeyman plumbers of Brooklyn 
went out on strike, it took on a more serious aspect last 
week when the Building Trades Employers Association, 
with the support of the Master Plumbers’ Association, 
issued a lock-out order affecting journeymen in all other 
boroughs. Even though the number of buildings at the 
stage where the plumber is indispensable to the continua- 
tion of construction isn’t large at present, it is seen where 
in a comparatively short time work on the close to a 
billion dollars’ building program will virtually be brought 
to a standstill. 

It follows that this situation has had its effect on trad- 
ing in this area. Jobbers are much more conservative 
when it comes to augmenting their inventories, as a great 
many master plumbers are out of the market. Practically 
the only masters doing any buying are those who work 


alone at repairing and. small overhauling jobs. 
Manufacturers feel greatly the cessation of activity in 
Greater New York but continue to supply Northern New 
Jersey and up state New York wholesalers with materials 
aggregating a slowly expanding tonnage. Announcement 
of a reduction in prices of staple bowls and tanks was 


made. during the week. 
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Soil Pipe 

Less was heard during the week of the price disturb- 
ance which has characterized the New York City market 
for some time, due to the limited trading done. A con- 
tinuation of the good seasonal activity outside the city 
proper where price quotations are firm was experienced 
by the larger soil pipe foundiies. Practically all commit- 


ments from jobbers are for immediate shipment as their 
holdings in nearly all instances are comparatively light. 
Manufacturers continue in a position to ship promptly. 
Steel Pipe 

Demand for steel pipe during the week receded to some 
extent, the recession, however, being descriptive only of 
New York City, as the outlying areas supplied from this 
market showed a moderate improvement. Most of the 
orders received at the mills are for assorted cars and are 
accompanied with instructions for immediate shipment. 
Makers’ stocks are substantial, making possible satisfac- 
tory deliveries. No change has been made in prices since 
early in 1923 and quotations from mills are firm. 

Wrought Iron Pipe 

When a comparison is made between the month just 
past and April of last year there is little to choose. Even 
though demand showed signs of lightening during the clos- 
ing days, the tonnage shipped earlier gives April of this 
year its favorable position. Jobbers’ stocks are not heavy 
but in most instances are maintained by frequent small 
orders at a level which insures prompt deliveries to their 
trade. Stock sheets at, the mills carry balances well up 
in assorted sizes; consequently, shipments are forwarded 
as wanted. Mill quotations are firm and unchanged. 

Enameled Ware 

The loss of the Brooklyn market, due to the shutdown 
caused by the strike which endured during April, is keenly 
felt by manufacturers of enameled iron ware. Demand, 
though, elsewhere than in the city is holding to expecta- 
tions and a summary of reports indicates that the past 
four months are almost on a par with those of 1926. 
Plumbing contractors’ needs in carrying out their obli- 
gated contracts calling for fixtures of this type are in 
increasing quantities. Jobbers are rendering satisfactory 
delivery service as are manufacturers, who for the most 
part have large warehouse stocks. Prices have not been 
changed. 

Pottery 

There was little contracting for pottery during the clos- 
ing days of the month in view of the expected demand 
indicated by the activity which obtained at the beginning 
of the Spring season. This is true, however, only within 
the city where plumbing contractors are holding off plac- 
ing business until the outlook for the future is less 
uncertain. Business reaching plants from outer terri- 
tories continues in good seasonal volume. Makers’ stocks 
are such that no undue delay on deliveries is experienced. 
According -to report, an approximate 10 per cent reduc- 
tion on wash down bowls and tanks has been announced. 

Plumbers’ Brass Goods 

While placements are being made by some jobbers in 
anticipation of their future brass goods requirements, it is 
not general but confined to conservative quantities with 
specified shipping intervals indicated. This business, com- 
bined with the quantities of small orders received for 
immediate shipment, totals a substantially good volume. 
Factory stocks are good and in a well assorted condition. 
It follows that shipments move forward promptly. Prices 
remain unchanged. e 

Range Boilers 

Nothing new is seen in the range boiler situation for 
the week. A large portion of the movement from the 
factories, which is far from heavy, comprises releases 
against coverages made prior to the last advance effected 
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about the middle of February last. Stocks in the hands 
of jobbers are commensurate with the demands of the 
plumbing contractors. Points of production are well sup- 
plied with surpluses and shipments are forwarded 
promptly. No further announcement has been made of 
price changes. 
Boilers and Radiators 

The pace of buying quickened somewhat as April drew 
to a close, prompted in no small measure by the customary 
cycle advance of 2% points, effected May 1. Manufac- 
turers’ warehouses are well supplied with surpluses of 
both boilers and radiators. The needs of wholesalers are 
shipped immediately on receipt of orders. 


PHILADELPHIA 


Building in the territory served by wholesalers and 
manufacturers of plumbing and heating goods from Phila- 
delphia, Baltimore and Washington has not yet reached 
the proportions that conditions existing since the war 
have led the average person to expect at this season of 
the year. Consequently, business in plumbing and heating 
fields is also retarded. The amount in arrears over last 


year cannot be covered by a single word or phrase, as 


conditions in various parts of the big territory served from 
these points vary enough to make this impossible. For 
instance, ‘‘upstate,’” as the section lying midway between 
Philadelphia and Pittsburgh is known, business appar- 
ently is fairly good, and manufacturers report a fairly 
active demand from wholesalers. 

In Philadelphia proper demand is several weeks behind, 
or, in other words, business at the first of May is what 
the trade has grown to expect about the third week in 
March. In Baltimore a representative jobber states his 
company’s business showed a 10 per cent fall off from 
last year’s sales in January and February, held about even 
with 1926 figures in Mareh, and was 20 per cent behind 


April, 1926, figures for the first 20 days of that month, 


Washington is reporting a considerable slackening in de- 
mand from last year, with many new houses still vacant, 
and the failure of Congress to pass the building deficiency 
bill holding up governmental work. 

Price conditions also vary in different sections. In 
the District of Columbia and Virginia, for instance, whole- 
sale prices are weak. In Baltimore, wholesale prices are 
firm, with a fair margin of profit for the middle men. 
Philadelphia wholesale figures tend toward weakness, 
with volume orders often bringing inside prices. 

Soil Pipe 

Demand has not yet become active for soil pipe, al- 

though slight increases in the number and size of orders 


are noted from week to week, as building reaches the 


point where master plumbers are ready to put in soil pipe. 
Total deliveries into the territory are, however, below 
the tonnage being shipped in at this time in 1926. Prices 
have not been changed. The week was marked by an 
eastern foundry joining a consolidation of three large 
Philadelphia wholesalers. 
Steel Pipe 

One large manufacturer whose shipments into this 
territory form a fair share of the total tonnage consumed 
states that there is a lack of “‘snap’’ to demand, and that 
wholesalers generally are not committing themselves to 
more than actual requirements. Confirmation of this re- 
port is received fram other makers. Prices are holding 
steadily firm. Early shipments can be made. 

Wrought Iron Pipe 
The gradual development of a “big building’? program 


is making the master plumber and heating contractor who 
goes after this type of work show some interest in 
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wrought iron pipe, but this interest has not yet crystal- 
lized into the placement of much business. Wholesale 
stocks have not been built up to any extent. Prices are 


unchanged, and quick deliveries are still possible. 


Enameled Ware 

Apparently wholesalers are either getting rid of more 
enameled ware or are beginning to build up their stocks 
to a certain extent, as a more definite buying movement, 
with orders for quick shipment, is noted by three manu- 
facturers. The demand has not yet reached post-war 
normal for this season, however. Prices have not been 
changed, and with the exception of one company, ship- 
ments are not being delayed. 

Pottery 

The week was marked by a reduction of roughly 10 per 
cent on washdown bowls and six gallon tanks by several 
potteries. One potter reports a fairly good demand for 
the better grade of vitreous china in the western part of 
the state, but finds only specials in demand in Philadel- 
phia proper. Current demand for staples is not large. 
Prices, with the exception of the combinations mentioned, 
have not changed. Early shipments can be obtained. 

Plumbers’ Brass Goods 
The price tone is said to be improving slightly, espe- 


cially on cast goods, where business has been fairly good, 
and many manufacturers have considerable business 
booked. Tubular figures still leave margins of profit on 
many items very narrow, with actual below-cost quota- 
tions asserted by some manufacturers. Demand is about 
holding its own, no particular fluctuation being noted for 
either cast or tubular goods. Quick shipments can be 


made by the average maker. 


Range Boilers 
Demand continues sluggish, with wholesalers taking 
only enough boilers to care for master plumber customers. 
Distributors have not built up stocks, but the average 
manufacturer has large inventories and can take care of 


rush shipment orders. Prices have not changed. 
Boilers and Radiators 


There was a slight flurry in demand noticeable during 
the last week of April, due to the period price increase on 
May 1, but the lack of a sustained small boiler demand 
from the trade prevented many wholesalers from stocking 
heavily. Except for the regular cycle increase, there has 


been no change in prices. Shipments can be made with- 


, out delay. 


NEW ENGLAND 


The forward movement of construction, while slowly 
but steadily improving, seems not to have acquired as yet 
the Spring energy which all engaged in the trade have 
been hopefully expecting from one week to another. The 
theory is advanced that the slowness in starting new de- 
velopments in some sections of New England which at 
present are behind in construction, may be attributed to a 
quiet real estate market. A falling off in transfers of resi- 
dential holdings has a deterrent effect on new building 
of this nature. There is reported, however, from various 
localities, that there is an increasing number of one and 
two family houses under way, which from a general view- 
point, indicates that the trend upward is slowly but cer- 
tainly gathering momentum. 

Irregular conditions exist in-so-far as the volume of 
business being done is concerned. Manufacturers of some 
commodities find no stability in their sales which seem 
to alternate almost weekly from good to poor, although 


their totals for the first third of the year are far from 
unsatisfactory. Shipments of wholesalers, in some in- 
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Special Notice to Plumbing and Heating Contractors 


The following manufacturers have authorized us to 
send to the plumbing and heating contractors, upon 
request, their loose catalog sheets for use in the binders 
distributed through the National Trade Extension 
Bureau. 

These loose sheets are reprints of catalog pages 
appearing in “Domestic Engineering Catalog Direc- 
tory.” They are uniform in size 8!4x10°, inches — 
printed on a good grade of light paper and punched to 
fit the binder. 


Port Chester, N. Y. 
Chicago, Ills. 
Coxsackie, N. Y. 
Waterbury, Conn. 
Chicago, Ills. 
Battle Creek, Mich. 
Chicago, III. 
Bridgeport, Conn. 
Pittsburgh, Pa. 


Abendroth Bros 

Acme Asbestos Covering & Flooring Co 
Albrass Co. Inc. 

American Brass Co. 

American Pipe Tool Co 

American Steam Pump Co. 

Armstrong Bros. Tool Co 

Armstrong Mfg. Co 

Automatic Gas-Steam Radiator Co 
Badger & Sons Co, E. B 

Bashlin Co 

Beaton & Cadwell Mfg. Co New Britain, Conn. 
Beaton & Corbin Mtg. Co Southington. Conn. 
Becker Mfg. Co....... ayevsbanacnsdevedexe deans Marietta, O. 
Blake Specialty Co Rock Island, Ills. 


Blue Seal Chemical Co Roselle, N. J. 
Boosey Mfg. Co., Norman Detroit, Mich. 


Bridgeport, Conn. 
Chicago, Ills. 
Lorain, Ohio 


Bridgeport Brass Co 
Brunswick-Balke-Collender Co 
Butler, Thos. F 

Cabco Iron Works, Inc. 

Capitol Brass Works 

Case & Son Mfg. Co., W. A 
Central Radiator Co New York City 
Chamberlain Co Pittsburgh, Pa. 
Chemical Toliet Corp a. 
Chicago Faucet Co Chicago, Ill. 
Chicago Granitine Mfg. Co....... Chicago, Ill. 
Chicago Pipethread Machine Co... 
Columbia Radiator Co. 
Commonwealth Brass Corp. 
Compound Injector & Specialty Co 
Conemaugh Iron Works 

Continental Heater Corp 
Crampton-Farley Brass Co 

Crist & Schilken Co. Inc 

Curtin Valve Co., A. F 

Dail Steel Products Co 


Detroit, Mich. 
Buffalo, N. Y. 


McKeesport, Pa. 
Detroit, Mich. 
Chicago, Ill. 


Pittsburgh, Pa. 
Medford, Mass. 
Lansing, Mich. 
Elizabeth, N. J. 


Detroit, Mich. 
Cleveland, Ohio 


Boyertown, Pa. 


Detroit Torch & Mfg. Co 
Donley Mfg. Co 
Dun Cc 


Eastern Foundry Co 
Economy Heater Co 
Everitt Co 

Excelso Specialty Works, Inc. ......+++++see00: Buffalo, N. Y. 
Exeter Brass Works... . . Scanae ee een ; Exeter, N. H. 
Florence Stove Co 

Goulds Pumps, Inc 

Graves, W. L 

Greenfield Tap & Die Corp 


Haas Co., Philip 
Heap & Sons, Wm Grand Haven, Mich. 


Hercules Chemical Co., Inc New York City 
Hetzel, J. G., Estate of........ ‘guitee de .... Newark, N, J. 
Hindley Mfg. Co. Valley Falls, R. I. 
Honeywell Heating Specialties Co...........0+0+++ Wabash, Ind. 
Hotstream Heater Co Cleveland, Ohio 
Hudson Brass Works, Inc Brooklyn, N. Y. 
Imperial Brass Mfg. Co Chicago, Ills. 
Ireland & Matthews Mfg. Co Detroit, Mich. 
J. R. S. Specialties Mfg. Co., Inc Patchogue, N. Y 
Jenkins Bros 
Johnson-Murphy Co.........sssssevssseesevees 
Johnson-Washburn Co 
Jones Hollow Ware Co 
Mfg. Co 
Keeney Mfg. Co 
Kelly Valve Co 


Dayton, Ohio 


wington, Conn. 
Grand Haven, Mich. 


If you have the binder and desire loose catalog 
sheets, write Domestic Engineering Co., 1900 Prairie 
Avenue, Chicago, on your letterhead, giving the names 
of concerns listed below whose lines you are interested 
in, and we shall be glad to send you the sheets without 
charge. If you are not using the binder and wish infor- 


mation regarding it, write to the National Trade 
Extension Bureau of Evansville, Indiana. 


Kennedy Valve Mfg. Co 
Kenney-Cutting Products Corp 
Keystone Brass Works Erie, Pa. 
Kokomo Sanitary Pottery Co Kokomo, Ind. 
ME BIg Bes ccc cvescecceecens Jersey City, N. J. 
Kupferle Foundry Co., J.C 
Lambertville Pottery Co 

Lawson Co., F. H 

Leavitt Machine Co 

Luzerne Rubber Co 

McGurrin Supply Co 

Mfg. Equipment & Engineering Co 
Maddock’s Sons Co., Thos 

Martin & Sons, H. P 

Marvel Machine & Brass Works 
Meneley-Diederich Co. Inc 

McRae & Roberts Co 

Milford Iron Foundry 

Misener & Irving Mfg. Co 

Modern Utilities Co 

Molby Boiler Co 

Nason Mfg. Co 

National Steel Tank & Mfg. Co 
Niagara Radiator & Boiler Co 
Northwestern Chemical Co 

Nye Tool & Machine Works 

Para Rubber Co 

Penn Engineering Co 

Plomb Tool Co 

Polygon Products Co 
Randolph-Clowes Co 


Rawlplug Co. Inc 


New York City 


Lambertville, N. J. 
Cincinnati, Ohio 
Orange, Mass. 
Trenton, N. J. 
Grand Rapids, Mich. 
Framingham, Mass. 
Trenton, N. J. 
Owensboro, Ky. 
Cleveland, Ohio 
.Los Angeles, Cal. 
Detroit, Mich. 
Milford, Mass. 
Syracuse, N. Y. 
Harrisburg, Pa. 
New York City 
New York City 
Bradford, IIls. 
North Tonawanda, N. Y. 
Marietta, Ohio 
Chicago, Ills. 
Newark, N. Jj. 
Philadelphia, Pa. 
Los Angeles, Cal. 
Boston, Mass. 
Waterbury, Conn. 
New York City 


Rhode Island Fittings Co Providence, R. I. 
Richmond Engineering Co., Inc... .. . ... Richmond, Va. 
Richmond Foundry & Mfg. Co., Inc. .......... Richmond, Va. 
Riverside Fdry. & Galvanizing Co 

Robinson Mfg. Co Cleveland, Ohio 
Russell Mfg. Co., Inc., J. M Naugatuck, Conn 
NO MII BGs gsc 6 00 6 0:6 00800 80020 .. New York City 
Scott Valve Mfg. Co Detroit, Mich. 
Sherwood Brass Works Detroit, Mich. 
Smith, Inc., H. Romeyn New York City 
Standard Water Systems Co. of N. J Hampton, N. J. 
Sterling Faucet Co Newcomerstown, Ohio 
Stringer Bros. Co., Inc 

Swett Iron Works, A. L 


Thatcher Co 

Toledo Pipe Threading Machine Co 
Trenjer Specialty Co 

Trenton Brass & Machine Co 
Tryco Products, Inc 

Universal Smokeless Boiler Co 
VanArnam Mfg. Co 

Vanderman Mfg. Co 

Wade Iron Sanitary Mfg. Co 


Toledo, Ohio 
Trenton, N. J. 
Trenton, N. J. 

Westfield, Mass. 
Ravenna, Ohic 
Fort Wayne, Ind. 
Willimantic, Conn. 

Chicago, Ills. 
Boston, Mass. 


Warnock Mfg. Co Worcester, Mass. 


Warren Tool & Forge Co 
Washington Metal Products Co 
Wesely Co., Chas 

Wheeling Machine Products Co 
White-Steel Sanitary Furniture Co Grand Rapids, Mich. 
Whitlock Coil Pipe Co Hartford, Conn. 
WI GAD oo cc csccicccceccicvecccesane Chicago, IIIs. 
Williams & Co., J. H Buffalo, N. Y. 
Worcester Brush & Scraper Co Worcester, Mass. 
“XX” Laboratories New York City 
Yeomans Bros. Co Chicago, Ills. 


Washington C. H., Ohio 
Chicago, Ills. 
Wheeling, W. Va. 
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stances, are also spotty, the increasing demand being in- 
terrupted at intervals. 

A general increase in buying by jobbers is reflected in 
makers’ shipments which are reported somewhat better 
than last week. Wholesalers’ orders, while generally not 
large, are being placed more frequently, which method 
of buying gives a good assortment and at the same time 
suffices their present needs. Forward buying is in the 
minority, in-so-far as most orders placed by wholesalers 
are marked for immediate shipment. Makers are pro- 
ducing steadily and in good volume, experiencing no diffi- 
culty in the way of offering prompt deliveries. Quotations 
of manufacturers and distributors have not changed and 
the market continues firm. 

Soil Pipe 

With the commencing of new work, the movement of 
soil pipe continues more brisk. Jobbers’ requirements 
are decreasing stocks at some foundries, which in turn 
are being worked at near top production. Many whole- 
salers feel a quickening in their turn-overs of soil pipe, 
but are keeping their stocks at good levels and well pro- 
portioned, at the same time displaying more interest than 
heretofore in their future requirements. The market is 
on a firm basis, with prices of wholesalers and foundries 
remaining unchanged. 

Steel Pipe 

The recession of the heating season is partially offset 
by plumbing contractors’ needs for steel pipe which, even 
though not heavy, attain fair volume. Mills, anticipating 
good business, are keeping their production at good levels, 
granting deliveries without delay. Firm prices of mills, 
which have endured for some time, still exist, and those of 
distributors remain unchanged. Wholesalers’ stocks are, 
on the whole, well balanced, and ample to satisfy current 
demand. 

Wrought Iron Pipe 

Contractors’ present requirements are not reducing 
wholesalers’ stocks in any large way. This condition is 
reflected in mill shipments, which have fallen off some- 
what during the past few weeks, although, for the period 
ending April 30, no dissatisfaction is expressed in regard 
to the amount of business done. Wrought iron pipe racks 
of distributors are well assorted. Mill deliveries are 
good. No price changes have been announced. 


Enameled Ware 

Conditions have undergone no apparent change since 
last week according to manufacturers and wholesalers,’ 
albeit there are felt slight increases here and there. 
Movements of enameled ware are not attended with the 
consistency which might be looked for at this period of 
the year. Sales records of makers indicate that jobbers 
are still buying closely and are not committing themselves 
to future specifications. Stocks at local warehouses of 
manufacturers are complete, while those in hands of dis- 
tributors are being kept at moderate levels but complete 
in variety. No price changes have been noted. Expected 
good demand is sustaining production, and good deliveries 
are the rule. 

Pottery 

Potteries report that releases against old contracts, 
while coming in steadily, are not of large dimensions. 
Wholesalers’ holdings are sufficient for present demand 
and only a small amount of future business is being 
booked by pottery representatives. Experiencing no 
marked activity in staple ware, jobbers are holding their 
supplies on hand comparatively low, in-so-far as potteries 
are in position to make prompt shipments. A picking-up 
of business, priced on the new basis, is reported from 
sources. The market is firm and prices have not been 


changed. 
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Plumbers’ Brass Goods 

Orders placed by jobbers during March and April for 
May 1 delivery are responsible for good shipments of both 
cast and tubular brass goods during the past week, accord- 
ing to numerous reports received. With the demand from 
their trade somewhat brighter, distributors are complet- 
ing their holdings but show little inclination towards ad- 
vance buying. Factory shipments are satisfactory, no 
delays being encountered. Prices remain unchanged. 

Range Boilers 

Capacity production is reported by one manufacturer, 
with others working at near peak. Even though jobbers 
are not drawing heavily on makers, the latter are accumu- 
lating good stocks, preparing the fulfillment of recent con- 
tracts made. Demand from the plumbing trade shows no 
considerable increase, orders received by wholesalers 
being of the pick-up variety. Deliveries from sources are 
being made promptly. The market is firm, no price 
changes attending. 

Boilers and Radiators 

With the May ist to July 31st prices on boilers and 
radiators now in effect, which, as previously reported, in- 
volve an increase of 2% per cent, makers report no fluc- 
tuations in their sales, which for the past month have 
been only moderate in volume. Even in face of the price 
advance, one maker has received a good amount of busi- 
ness during the past week, but on the whole conditions 
are quiet. Stocks of manufacturers are in good shape 
and consequent good deliveries are effected. 


PACIFIG COAST 


General business conditions remain about the same 
throughout the various jobbing centers on the Coast, with 
prospects for increased business more promising. Dis- 
tributors generally are purchasing only in minimum quan- 
tities, and while stocks are at a good level there is not 
any surplus of merchandise in jobbers’ warehouses. Prices 
to the trade are closely following replacement costs and 
the market as a whole is fairly stable. 

Soil Pipe 

There is no noticeable change in the demand for this 
commodity, which continues fairly active, although there 
is very little if any forward buying by the trade. Distrib- 
utors generally have well balanced stocks and prompt 
shipment can also be obtained from all foundries. Prices 
to the trade, while varying in the different jobbing cen- 
ters, remain unchanged. 

Steel Pipe 

There continues a nominal demand for steel pipe which 
distributors can fill from stocks on hand without diffi- 
culty. Prices to the trade remain unchanged. 

Enameled Ware 

The demand for enameled ware, as a whole, appears to 
be increasing. However, the sale is divided among 580 
many different distributors that even with a normal year’s 
requirements the amount of business done by an individual 
distributor is gradually becoming smaller. Prices to the 
trade remain unchanged. : 

Pottery 

The demand for pottery is mostly in small lots for im- 
mediate requirements, although contracts already closed 
indicate that a good amount of this ware will be required. 
Distributors have a fair amount of stock on hand and can 
also secure prompt shipments from nearby factories. Fol- 
lowing factory declines announced during the week, most 
southern jobbers reduced their out of stock prices. 

Plumbers’ Brass Goods 
This commodity as a whole continues to move well, al- 


though the individual sales are not large. The gross 
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volume being used on the Coast at present is well up to 
previous years. Prices continue at low levels and remain 
unchanged. 

Range Boilers 


There is a fairly steady demand for range boilers which 
does not give any indication of increasing or decreasing in 
the near future. Most distributors have ample stocks and 
prompt deliveries can also be obtained from all manufac- 
turing sources. Prices to the trade remain unchanged. 


The Stock Market 


Quotations furnished by Frazier, Jelke & Co., Chicago 





Par 1927 


Value High Low Quotations of May 2, 1927 * Bid Asked 


110% American Radiator Co., com................. A 119% 
13344 American Radiator Co., pfd................. A 13384 
45 Anaconda Copper Mining Co................A 45 
29% Brunswick-Balke-Collender Co...............A 308% 
A. M. Byers Co., com...................A&F 61% 
eS 8 Se eee 107% 
Century Electric Co., com................-.. 
Century Electric Co., pfd.................... 
Chicago Nipple Mfg. Co., “A” 
Chicago Nipple Mfg. Co.,“B” 
Crane Company, com........ 
Crane Company, pfd 
Detroit Brass & Malleable Works 
Eagle-Picher Lead Co.............. 
Fairbanks, Morse & Co., com................/ 
Fairbanks, Morse & Co., pfd 
Johns-Manville Corp............6.000005: 
Jones & Laughlin, com,......... 
Jones & Laughlin, pfd acca 
Michigan Copper & Brass Co................ 
National Lead Co., com............... 
National Lead Co., pfd...............-6+020d 
Cl ee | eee rer rer 
Ohio Brass Co., “B”’ 
Penberthy Injector Co., pfd 
Pierce, B. & P. Mfg. Corp., com. 
Pierce, B. & P. Mfg. Corp., pfd............. 
Richmond Radiator Co., com’............... 
Richmond Radiator Co., pfd................. 
Scovill Mfg. Co. 
Standard San. Mfg. Co., com................F 
Standard San. Mfg. Co., pfd..............5. 
Trenton Potteries Co., com............... 
Trenton Potteries Co., pfd........ Gevduses 
J. S. Cast Iron P. & F. Co,, com............./ 
J. §. Cast Iron P. & F. Co., pfd..... 
. 8. Radiator Corp., com... ; 38 
oi, Radsater Oort., EG... cccccsecerecs 
J. 8. Rubber Co., com...............0005.0A 50% 
Ss 
8. 





11134 
172% 


pie NOAM MID ks on sncce sec aswsasceced A 109 

. 8. Steel Corp., com P 166 

NN Ec cccsaccesauseseuree A 13234 
Walworth Company.........cccsescscsccveced A 22 
Williams Oil-O-Matic-Htg. Corp. 114% 
Wolff Mfg. Corp 434 
Youngstown Sheet & Tube Co 874 
*Where listed— . 
A—New York Stock Exchange 
B—New York Curb Exchange 
C—Chicago Stock Exchange 
D—Detroit Stock Exchange 
E—Boston Stock Exchange 


The Metal Market 


Average Average 
1926 


F—Pittsburgh Stock Exchange 
G—St. Louis Stock Exchange 
H—Cleveland Stock Exchange 
I—Cincinnati Stock Exchange 
U—Unlisted Stocks 





Average 
May 3 Mar., 1927 Jan., 1927 
PIG IRON— 
No. 2 foundry, Chicago, 
Furnace 
PLATES AND SHEETS— 
Steel boiler plates, Pitts- 
burgh, per lb 
Blue annealed _ sheets, 
No. 10, Pittsburgh, per 


$20.00 $20.00 $20.90 $21.65 


1.90¢c 


2.20¢c 2.20¢c 2.25¢ 
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Black sheets, No. 24, 
Pittsburgh, per lb.... 
TIN— 
Straits tin 
COPPER— 
Prime Lake, f. o. b. re- 
finery 
Electro, 
LEAD— 
Chicago 


delivered 


The Old Metal Market 
Dealers’ Buying Prices 
Per Ib. 
Aluminum clippings....20 ¢ 
Block tin 
Brass, light 
Brass, heavy mixed.... 
Brass, red 
Copper, crucible 
NOTE: 


Per Ib. 
Copper, light 
Copper, uncrucibled 


Faucets and valves.... 
Lead, heavy 

Solder joints 

Prices are those quoted on Tuesday of this week. 





ADOPT MINOR CHANGES IN NEW STANDARDS OF 
VITREOUS CHINA PLUMBING FIXTURES 

Minor changes in the standards decided upon by the 
manufacturers of staple vitreous china plumbing fixtures 
at their meeting in Washington last fall were made by 
these same manufacturers at a meeting held at the De- 
partment of Commerce Building, Washington, D. C., on 
Wednesday, April 27. 

Twenty-two persons participated in the meeting, which 
was presided over by George E. Hoffman, sales manager 
of the Trenton Potteries Co., Trenton, N. J., the subjects 
discussed being those that were not taken up at the last 
meeting, plus a few suggested to the standing committee 
in the seven months since the last general conference. 











Photograph of the entire group after the meeting 


The first question on the agenda discussed by the ad- 
visory committee, one relating to the minimum weight of 
syphon jet bowls, resulted in a lowering of the weight 
decided upon last fall, the minimum being reduced to 46 
pounds. The manufacturers decided this weight gave a 
sufficient clearance over maximum weights of other types 
of bowls. The body was also able to work out standard 
detail dimensions for 17x17 inch corner lavatories, which 
had not been included in the former standards. These 
dimensional standards are shown on the pictured chart, 
a plus or minus of % inch tolerance to be allowed as 
shown. 

After considerable discussion, it was decided to make a 
standard practice of a 4% inch dimension from the wall 
line to the center of the outlet on small tanks, this being 
the measurement now used by the majority of potters. 
The makers failed, however, to require the stamping of 
date of manufacture and a design symbol on the foot of 
closet bowls, leaving this to the discretion of the indi- 
vidual manufacturers. 
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Left to right: F. A. Jones of the Abingdon Sanitary Mfg. Co., Abingdon, Ill; W. K. McAfee of the Cambridge Sanitary Mfg. 


Co., Cambridge, Ohio; W. A. 


Taylor of the Mohican Pottery Co., Philadelphia, Pa.; C. T. Ford of the Mueller Co., Decatur, 


Ill.; John F. Hutchins of the B. 0. T. Mfg. Co., Trenton, N. J.; George E. Rhodes of the Kokomo Sanitary Pottery Co., Ko- 


komo, Ind.; I. J. Fairchild of the Bureau of Standards, Department of Commerce, 


Washington, D. C.; A. E. Foote of the 


Bureau of Simplified Practice, Department of Commerce, Washington, D. C. 


The important subject of the thickness of lavatories at 
waste inlets, as well as the size of these outlets, was 
turned over to the standing committee, which is made up 
of A. M. Maddock, G. C. Kalbfleisch, George E. Hoffman, 
R. L. Ottke, R. T. Rock, W. J. Spillane, C. W. Owen, Le 
Roy Kern, Benjamin Cadbury, G. H. Drake, H. R. Colwell, 
and I. J. Fairchild. This committee embraces represen- 
tatives of the potters, brass manufacturers, jobbers, mas- 
ter plumbers, architects, and the Department of Commerce. 
The committee was asked to make a report at the next 
meeting of the advisory committee, which is to be held 
some time in September, probably September 28. 

The question of manufacturers marking their name and 
design number on inside of tanks and covers to facilitate 
replacement was adjudged comparatively unimportant, the 
number not being necessary, as standards now call for the 
maker’s name to appear on the tanks and replacement of 
standardized sizes will t+ simple. Seat manufacturers 
were aided by the adoption of a standard design and con- 
struction for juvenile closet bowls, the gathering voting 
that they be made along the same contours as the regular 
bowl. 


To Standardize Hospital Plumbing 
Major A. E. Foote of the division of simplified practice 
was called in to explain the desire of the American Hos- 
pital Association for standardization of hospital plumbing 
equipment, the result being the appointment of a com- 
mittee consisting of Foster Cooley of J. L. Mott Co., C. J. 
Coleman of Standard Sanitary Mfg. Co. and W. E. Mc- 


Round front corner lavatory 
*A plus or minus of %-inch tolerance to be allowed. 


Gowan of Crane Co. to meet with the Hospital Association 
committee during the week of May 15. 

It was also decided to send out copies of Simplified 
Practice Recommendation No. 52, which is the govern- 
ment booklet giving the standards adopted last fall, to 
every master plumber in the United States, and Statis- 
tician Frederick W. Donahoe was authorized to check 
the best means of getting these into the masters’ hands, 
and also to look up the advisability of sending copies of 
these to architects as well. Mr. Donahoe was asked to 
report to the executive committee at a session to be held 
at the meeting of the National Pipe and Supplies Asso- 
ciation in Pittsburgh. 

Before adjournment, members discussed the advisability 
of securing the aid of the Better Business Bureau, through 
its various branches, in the industry’s campaign against 
cull ware, and a vigorous campaign against potters who 
still are not marking their cull ware with the standardized 
two red marks as decided upon. The point was stressed 
that the adoption by the industry generally of this method 
of marking makes it a standard trade practice, and makers 
who fail to so mark cull ware may be prosecuted by the 
Federal Trade commission. 

In the afternoon, a large share of the men present 
attended a demonstration of television, the new method 
of sending pictures of persons talking over the telephone, 
which was held at the National Academy of Science in 
Washington. 

Those present included: 

W. J. J. Bowman, Trenton Fire Clay & Porcelain Co., 
Trenton, N. J.; Frederick W. Donahoe, statistician, Pitts- 
burgh; Phil J. Faherty, Lambertville Pottery Co., Lam- 
bertville, N. J.; I. J. Fairchild, Bureau of Standards, 
Washington, D. C.; Harry F. Beglen, Standard Sanitary 
Mfg. Co., Pittsburgh; A. E. Foote, Division of Simplified 
Practice, Washington; C. T. Ford, Mueller Co., Decatur, 
Ill.; Joseph G. Gastler, J. Amission & Sons Pottery Co., 
Bristol, Pa.; A. S. Healey, Healey Pottery Co., Trenton, 
N. J.; Harold Heatherton and L. A. Heatherton, Plumbers’ 
Trade Journal, New York City; George E. Hoffman, Tren- 
ton Potteries Co., Trenton, N. J.; John F. Hutchins, B. 0. 
T. Mfg. Co., Trenton, N. J.; F. A. Jones, Abingdon Sani- 
tary Mfg. Co., Abingdon, Ill.; H. S. Maddock, Thomas Mad- 
dock’s Sons Co., Trenton, N. J.; E. A. Maginnis, Standard 
Sanitary Mfg. Co., Washington, D. C.; Harold J. Marsh, 
J. L. Mott Co., Trenton, N. J.; W. K. McAfee, Cambridge 
Sanitary Mfg. Co., Cambridge, O.; W. H. Oleson, ‘‘Domes- 
tic Engineering,’’ New York City; Arthur J. Podmore, 
Camden Pottery Co., Camden, N. J.; George E. Rhodes, 
Kokomo Sanitary Pottery Co., Kokomo, Ind.; and W. A. 
Taylor, Mohican Pottery Co., Philadelphia, Pa. 
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Compliments of 
ROTARIAN “GEORGE”, McCRARY 





Here's the way “Rotarian George McCrary” gave 
THE STORY OF THE BATH 






- to Birmingham ‘Rotarians’ 
ned . 

ed 

os V/s his compliments, “Rotarian 

he George McCrary”, of Birmingham, 

ot Ala., gave to his fellow Rotarians a copy 

oa of this little booklet which has done so 





much to educate the public as to the. 
vital importance of the plumbing indus- 
try. If you want to put your industry 





*Paul Broome, 
Bradley Beach, 






ts- . . 

raj on the map with your fellow Rotarians, id eek 

ds, Kiwanis, Lions, Boosters, etc., arrange Collier, Dan- , 
“4 to distribute “The Story of the Bath” at ville, Ill. have Ss, 





: : given their fel- 
one of your luncheons. It will be inexpen- sag som 


sive—and will yield splendid publicity. a treat. 


Ask for a free co py of “The 
Story of the Bath’ aa you'll 
see why Mr: McCrary gave it out 
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A half century ago, when business, 


was smaller and more personal, the 
merchants of the old French mar- 
ket in New Orleans, when they 
made a good sale, would add a lit- 
tle something extra, an expression 
of good will. They called it “‘lag- 
niappe.”’ Merchants in other cities, 
less picturesquely but with just as 
friendly intent, gave some favor 
“to boot.” 


With the coming of great corpora- 
tions, the pleasant personal custom 
has passed. But Crane Co. believes 
the old spirit holds a lesson for the 
plumbing industry. 


The contractor, when he installs a 
good job, gives not merely excel- 
lent fixtures, valves, and fittings, 
but the personal service of his 


knowledge, skill, and advice. Crane , 


Co., in dealing with the contrac- 
tor, remembers always that it is 


taking a share in many individ- 





a % CRANE VALVES ot 


And friendly co-operation “to boot” 


ual businesses and that it will 
grow only as each of the contrac- 
tors grows, 


Think of Crane not simply as a 
huge corporation, the maker of 
superior plumbing fixtures, but as 
it is:—an organization of men with 
a personal interest in your success. 
In the laboratories, in the facto- 
ries, Crane men are working for you. 
In branch offices, they put forth 
every effort to give you service and 
immediate deliveries. In Crane Ex- 
hibit Rooms, they are showing 
goods for you to sell. In advertis- 
ing and sales departments, they 
are striving to increase your busi- 
ness. Whatever your personal prob- 
lems, they are always glad to hear 
of them and to help you with any 
means in their power. 


This personal interest and co- 
operation is the “lagniappe” that 


Crane men give the contractor. 


CRANE 


Address all inquiries to Crane Co., Chicago 
GENERAL OFFICES: CRANE BUILDING, 836 S. MICHIGAN AVENUE, CHICAGO 
Branches and Sales Offices in One Hundred and Fifty-five Cities 

National Exhibit Rooms: Chicago, New York, Atlantic City, San Francisco, and Montreal 

Works: Chicago, Bridgeport, Birmingham, Chattanoqga, Trenton, Montreal, and St. Johns, Que. 
CRANE EXPORT CORPORATION: NEW YORK, SAN FRANCISCO, MEXICO CITY, HAVANA 
CRANE LIMITED: CRANE BUILDING, 1170 BEAVER HALL SQUARE, MONTREAL 
CRANE-BENNETT, Ltv., LONDON 


C!E CRANE: PARIS, BRUSSELS 
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Mention Domestic ENGINEERING when writing advertisers. 
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. F e t af 
or 365 Days in the Year 
(Continued from Page 19) 
NO SECRETS HERE 

OW AS TO management policies. Every Dorsey em- 
N ploye is welcome to know all of the “‘secrets’”’ of the 
organization. Mr. Dorsey believes in having them keep 
in close touch and allowing them to absorb all the in- 
formation they can. All are told the principles which 
govern the working of the business and the older employes 
see to it that newcomers are fully informed. Mr. Dorsey 
has found that the fellow who doesn’t fit into the organi- 
zation run as is his, soon quits. 

A further factor in winning loyalty and in making 
boosters out of Dorsey employes, group life insurance is 
carried. Twenty-five cents a week is charged each em- 
ploye for $1,000 of insurance and a rebate is made at 
the end of the year if the cost has been less than that. 
Mr. Dorsey finances all young employes who marry 
through a building and loan association of which he is 
president. This makes it almost obligatory for them to 
buy homes. It steadies them. It keeps them at work. 
Many of his employes are given a stock bonus each year, 
which policy was commenced in January of 1925. 

Mr. Dorsey feels that the ‘‘no secrets’’ policy is a big 
factor in his success in welding his organization together 
in a friendly way. He has no private office for himself. 
Every office employe knows as much about what he is 
doing as he does himself. Profits and losses are open to 
the organization. Men are paid while absent because of 
illness. 

The men are permitted to make persona! use of the cars 
with which they are furnished. “very man is a kind of 
service unit in himself. Each of them has a telephone 


GIVE YOUR 
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and calls received at any hour of the night are relayed 
to the man nearest the trouble. However large or small 
the job, there will be someone to take care of it. 

The Dorsey organization, therefore, presents a_ solid 
guarantee of prompt and efficient service, at any hour. 
To such service Mr. Dorsey attributes some of the growth 
of the business. The quality of the service offered de- 
pends, of course, upon the relationship existing within 
the organization. The fact that jobbing men are urged 
to sell, places'a sense of responsibility on their shoulders. 
Having sold a piece of equipment, they have a natural 
interest in its correct installation and proper maintenance. 
The other facts cited above—the group insurance, the 
personal interest shown, the use of car for recreation—all 
these things contribute to a general willingness to throw 
into every job every ounce of ability the men possess. 

I have often pointed out that the busy man never seems 
to be too busy to take on another job. Mr. Dorsey is a 
director of the Baltimore Trust Co., president of the Ever- 
green Building & Loan Association, a director of the 
Towson Heights Building & Loan Association, president 
of the Master Plumbers’ Association, a member of the 
Association of Commerce and of the Baltimore Real 
Ustate Board. 

Yet he finds time to read his business paper. That 
would make a fine theme for a long sermon—but let it 
go at that—he finds time to read his business paper. He 
believes in personal attention to the details of his business 
so that not only the larger policies, but all the transactions 
of the day will be properly directed. He makes a personal 
investigation of all complaints. 

In the organization of the business as a profit-making 
institution, every department must stand on its own feet. 
The total volume of $200,000 yearly is done at a profit. 
Mr. Dorsey doesn’t believe in worrying about bidding for 


CUSTOMER 


HUDSON QUALITY FIXTURES 





























Ibs. water pressure. 


No Panel Required. 
Attractive finish of 


able for variations in tiling. 


and cup escutcheons. 

















BROOKLYN NEW YORK 


TROUBLE-PROOF in 
operation and easy to install. 


Heavy Nickel Plate 


Insuring an installation of 


ENDURING QUALITY 


Valves have N. P. shanks with 
flat china escutcheons adjust- 


Also furn‘shed with rough shanks 





VALVES of RED METAL 


(ELECTRICALLY melted) 
and TESTED against 150- 































MAALELAELLEE Peni ont 


ECONOMY 


Connected Waste and 
Overflow with Trap 


Some Special Features: 


Deep water seal. 
Roughs in line. 
Will line up straight on any tub 
No. 20 B & S gauge tubing. 

All cast brass trimmings, 

nickel plated. 

This fixture is reasonable in 
price and you cannot secure 

a better one no matter how 
much more you pay for it 






















Manufactured by 


DEARBORN BRASS CO. 
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CEDAR RAPIDS IOWA 
Sold to the jobber only 
MMM sms en sm nn sin 











My PIPE FITTINGS 


Trade Mark 


IRON BODY GATE VALVES 



























Screwed 
Flanged Non 
pos Rising 
Hub Stem 
Ends and 
0.S. &Y. 


















Sizes 
2” to 12” 
inclusive 














Manufactured by 


ILLINOIS MALLEABLE IRON CO. 
CHICAGO, ILL. 
GENERAL OFFICES: 1801 DIVERSEY PARKWAY 
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sales where there will be no profit; nor in building a 
volume of sales on anything but quality material. He is 
aware of the fact that low first cost means high service 
cost; and high service cost means profit losses to the 
contractor. 

It is my impression that back of the growth of the 
business, and of the friendly feeling that prevails in the 
organization, is the matter of Mr. Dorsey’s personality, 
chiefly in a willingness to bring his mind to bear on the 
important problem of creating a smoothly operating group 
of workers. Volume, at a profit, is evidence that he has 
been successful in achieving his purpose. 





UTAH ASSOCIATION TO HOLD QUARTERLY 
MEETING MAY 12 


The next meeting of the Utah State Association of 
Sanitary and Heating Engineers will be held May 12 at 
Salt Lake City, according to the decision reached by the 
board of governors of that association at a meeting held 
April 20 in Salt Lake City. 

The principal business to be considered is the selection 
of delegates to the National convention next June at 
Minneapolis. President William A. Bywater will attend 
both in his capacity of state president and as a director 
of the National organization. Secretary O. S. Walsh is 
planning to go to the convention, as are a few other Utah 
masters. 

Herbert B. Cromar of Salt Lake City presided at the 
board meeting, being chairman of that body. Others pres- 
ent were: President Bywater, Salt Lake City; A. E. Buck- 
ley, Provo; Parley Burt, Springville; Morgan Lott, Lehi; 
Vice President Alex Mortensen, Provo, and Secretary 
Walsh, Salt Lake City. 





CALIFORNIA ASSOCIATIONS ELECT NEW OFFICERS 

The North San Diego County Association of Master 
Plumbers has just elected officers for the ensuing year, 
as follows: President, C. T. Kinnie, of Encinitas; vice 
president, J. W. Todd, of Oceanside; treasurer, B. A. 
Sweet, of Escondido; secretary, S. B. Cook, of Encinitas. 

The Coast Counties Association of Master Plumbers 
will be headed during 1927 by the following group of 
officials, just elected: President, A. P. Beck, of Watson- 
ville; vice president, E. Frazier, of Watsonville; treasurer, 
C. M. Ryan, of Pacific Grove; secretary, Edward Simpson, 
of Pacific Grove. 





NORFOLK ASSOCIATION HEARS 
HEATING 

The report of the trades relations committee was the 
most important matter brought before the Master Plumb- 
ers and Heating Association of Norfolk, Va., Inc., at its 
semi-monthly business and educational meeting, held 
Tuesday evening, April 26. The association also dis- 
cussed the plan of the National Trade Extension Bureau 
to increase the number of contractors’ showrooms, and 
it was suggested that a drive be made for 10. additional 
showrooms in the city of Norfolk and for 20 new ones in 
the eastern district. 

R. Carter Beverley, Richmond heating contractor, ad- 
dressed the Norfolk association at a special meeting on 
Tuesday evening, April 19, taking as his subject ‘‘Certi- 
fied Heating.’’ Mr. Beverley went into detail concerning 
the activities of the Heating and Piping Contractors Na- 
tional Association, and explained the advantages of certi- 
fied heating, which is sponsored by that organization. He 
had on exhibit a proof sheet of the Richmond Association’s 
radiation chart and stated that charts for Norfolk would 
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Everything com- 
plete in boxes to the last 


Even an 
minded cub couldn’t go 
wrong with Ampinco 








Smart folks are always 
making jokes about us 
plumbers never having all 
our tools along. Ampinco 
makes ‘em laugh the other 





nut. 


way. 

















THE LAST BOLT 
AND WASHER 
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Swivel traps, code traps, and 
anti-siphontraps. These types 
are included in the regular 
Ampinco line of lavatory 
trapswhich are made in many 
sizes and gauges. . . . . 
Ampinco cast models are ideal where 
heavy fittings are desired. The 
wrought models are fine examples of 
what can be done with quality brass 


No. 13180 


Sure Seal Non-siphoning 
S Trap with cleanout. 
Polished and Nickeled. 


e ue" 
ize 14% 


and skill of workmanship. 
In individual packages com- 
plete with P. O. Plug, Duplex 
Chain, Mack Washer of 
live red rubber, and Flange. 
For complete illustrative ma- 
terial on the Ampinco Line, send for 
catalog. Address The American Pin 
Company Division, Scovill Manufac- 
turing Company, Waterbury, Conn. 








A SCOVILL PRODUCT 





Scovill is the name of a broad service to industry. It places acres of 
factories, forests of machinery, hosts of skilled workmen, mete! lurgists 
and modern laboratories at the disposal of those who require parts or 


finished products of metal. 
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Selling Oil Burners—in the 
Basement 


(Continued from Page 27) 


Incidentally, this firm believes in advertising. Harrison 
is a small town, not far from New York City, and most 
of its homes are occupied by commuters and other fairly 
well-to-do people. The city has a small paper, read by 
practically all of the people in the town. So each issue 
carries a short ‘“‘ad’”’ for the T. J. McDonald Co., Inc. Like 
most small newspapers, it is possible to buy “‘reader ads’ 
on the front page, and this is the type used by this firm, 
so that householders cannot help but see the short, snappy 
copy as they go over the news on page one. All advertise- 
ments are short, but to the point, are carried under head- 
ings similar to news items, and each carries a definite 
message. Whenever possible, some timely subject is taken 
advantage of for the heading. For instance, the firm not 
so long ago sold the four-story building in which the shop 
is located. The local paper carried a news item on page 
one. In another column on the same page this advertise- 
ment was inserted: 


WE SELL FOUR-STORY 
BUILDINGS 
Once in a while, but our specials 
are Oil Burners—Water Heaters— 
Washing Machines—Lawn Mow- 
ers, ete. 

T. J. McDONALD CO., INC. 
Tel. Park 793 210 Harrison Ave. 
Heating experts—Sanitary engi- 

neers—Artistic metal workers 
—Advt. 

This is an example of grasping opportunities. Here is 
another, used when a new sub-division was being opened: 
LOTS BRING FLORIDA 
PRICES 
At Parkway Knolls. Buy one. 

Build a home. Then let us do the 
plumbing, heating and metal work. 
Top it off by installing a oil 
burner and your home will be as 
comfortable as though you were in 
Florida when the snow flies next 
winter. June has been cold, and 
you need the—heater to heat the 
water for your bath, gas 
ranges, lawn mowers and the 
Washing Machine at the 

T. J. McDONALD CO., INC. 

At vacation time,-people were urged to make their fu- 
ture a grand vacation by installing labor saving devices. 
During a hot spell, McDonald urged people to remember 
how cold it would be next winter. ‘You will not mind 
the heat,’”’ he tells the readers in another issue, “if you in- 
stall a shower bath in your home.” 

The cost is small, the returns are big, members of the 
firm say. 

















Milwaukee Auxiliary to Give Luncheon 

On Thursday, May 12, the Women’s Auxiliary of Mil- 
Waukee, Wis., will give a luncheon at 12 o’clock at the 
Food Craft in the Plankington Arcade. The luncheon will 
be for members and friends. 

A luncheon and card party was recently given by tho 
auxiliary at Gimbel’s Grill Room. Covers were laid for 
about sixty-five members, and the affair proved most en- 
joyable. 
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“They Keep a-Running” 











2 Horse Power Century Repulsion-start 
Induction Single-phase Motor 


High Starting Torque 


Low Starting Current 


Because they combine high starting torque 
with low starting current, Century Repulsion- 
start Induction Single-phase Motors have been 
successfully used for more than 23 years for 
pumps, air compressors, refrigerating machines 
and similar hard-to-start apparatus. 


1 Static torque of all sizes is not less 
than 300% of full-load torque. 


2 Starting current, of all sizes is not 
more than 260% of full-load current. 


The Century Wool-yarn System of Lubrica- 
tion, which assures at least one year’s con- 
tinuous operation without re-oiling, is standard 
on all one horse power and smaller Century 
motors. 


Built in all standard sizes from ¥% to 40 horse 
power. Temperature rise is not more than 
40 degrees Centigrade in the hottest spot. 


There Is a Difference 


CENTURY ELECTRIC COMPANY 
1806 PINE STREET ST. LOUIS, MO. 


For More Than 23 Years at St. Louis 














¥ to 40 H. P. ¥y to 40 H. P. 
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ECONOMY 
BOILERS 





Require Little Attention 


Why Many 
Specify the 
Economy 


Guaranteed to deliver 98°; 
dry steam operating at 


builders’ rating without a 


header. 
ow a) 


Easy to clean. No over- 
hanging surfaces or pockets 
to collect soot or obstruct 


draft. Large doors in front 
permit quick and easy 
access to flue passages. 


Geo 
Equally efficient with hard 
coal, soft coal, coke or oil. 
Cw 


Special smokeless model 
for soft coal. 











HE Economy Boiler can be operated with 

but little attention, especially when ther- 
mostatic control is provided. The grates hold 
enough fuel so firing may be done at eight- 
hour intervals — particularly advantageous 
when the service is to be of intermittent 
nature, as in churches or other semi-public 
buildings. 


The design of the grates is such that the fire 
is kept alive at the side, near the heat absorb- 
ing surfaces, as well as at the center. There 
are no overhanging surfaces or pockets to 
collect soot or make cleaning difficult. Other 
features, too, create popularity for the Econ- 


omy Boiler and make satisfied customers. 


Write for Catalog 1951-D today. 





CHICAGO 





INTERNATIONAL HEATER Go. 
UTICA, NEW YORK 
CLEVELAND PHILADELPHIA NASHUA, NEW HAMPSHIRE 
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BUILDING PERMITS ISSUED IN MARCH, 1927 


Total building permits granted in 206 cities during the 
month of March amounted to $335,838,600, according to 
reports of the 206 building departments to F. W. Dodge 
Corporation. The above figure showed a decrease of 13 
per cent from the amount reported in March, 1926, and an 
increase of 3 per cent over the amount reported in Febru- 
ary of this year. One hundred and two cities showed 
gains over the preceding March, and 102 cities showed 
losses. No change occurred in the reported totals of 
building permits for the cities of Shreveport and Gal- 
veston. 

Permits granted in the 206 cities during the first quar- 
ter of this year reached a total of $800,482,200, which is 
only 6 per cent less than the figure for the first quarter of 
1926. 

March “honor roll” cities (those reporting more than a 
million dollars in permits and 20 per cent or more in- 
crease over their March, 1926, totals) numbered eighteen, 
compared with seventeen on the February “honor roll.’ 
The March “honor roll’ cities were: Berkeley, Chicago, 
East St. Louis, Evanston, Indianapolis, Springfield 
(Mass.); Flint, Minneapolis, Newark, Albany, Buffalo, 
Syracuse, Columbus, Dayton, Toledo, “Oklahoma City, 
Seattle and Kenosha. 

March, 1927 March, 1926 
No. of No. of 
Permits Valuation Permits Valuation 


Alabama— 

3irmingham ........ 661 $1,633,300 669 $2,688,800 
Arizona— 

| rere 121 422,500 89 188,000 
Arkansas— 

Pert Bratt 2... nces 172 118,200 134 105,200 

Edttte Hoek ....6se% 229 217,800 219 586,300 
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California— 
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BOFRGICYy cccccwwsas 
CON oo siisxa. 0 as oee oe 
SNE Organs a wis d Saere 
GIONGATS .issescccnas 
Long Beach «ici... 
Los Angeles cain 
OMMIAM knnk saeco, 
PAGAGONE 66.0 ces es 
SACFAMIONLO 2.2 6003s 
BOG DNORO acess es 
San Francisco ...... 
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5 1,235,500 350 915,500 
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44 61,000 ern 520,100 
169 1,021,000 481 1,546,200 
34 51,400 160 $59,200 
379 890,300 975 3,330,900 
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PAINE TOGGLE BOLTS 


‘*The Most Practical Toggie’’ 



































The Toggle with the “Spring Wings” 
Save Their Cost in Time and Patience 
ANY STYLE HEAD—ANY LENGTH BOLT—STEEL OR BRASS 


NICKEL PLATED OR GALVANIZED 
SIMPLEST AND QUICKEST 


Samples on request — No Charge 
THE PAINE COMPANY 
2951 Carroll Ave. 33 Chicago, Illinois 


Stocks 79 Barclay Street, New York City, New York 
Carried 1 915 Bryant Street, San Francisco, California 
















































































you want to make 
everybody happy 
~sell Blake 


Specialties 


Eliminate complaints, service calls and ill feeling by 

selling Blake Specialties. If a customer receives any- 

thing from Blake that's not exactly as represented— 
adjustment will be made satisfactory to the 
purchaser. 


Blake Cast Iron Drum Traps are all extra 
heavy; the upper tapping 134 inches below 
flange of cover to permit of double floors, 
or opening % inch below flange for 
those who want Deep Seal. Specify 
when ordering. Your jobber has 
them. 
| Blake Specialty Co., Rock Island, Il. 
CANADIAN SERVICE: Ali Crane Company Branches 
Meet us in booth 15, section A—National Association Master 
Plumbers Forty-fifth Annual Convention, Minneapolis, Minn. 
June 2ist to 23rd. We will have a remembrance souvenir for 
you at booth 15. Be sure and call. 


SPECIALTIES? 
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FINDING A TREASURE! 


Dol Dreamer Demon is thinking — 


Well, my hunch was right — these ingenious things go on radiators and mind you it looks 
like a cinch for the boys to put that one on. The ‘‘thumans” in this place will get a 


surprise. Many a time I’ve heard them rave about this cold radiator - « - it was either icy 
or was making such a racket that even our gang couldn’t hear themselves think. 
Anyway, our treasure looks well with the radiator. I'll get the boys to hang 
around until the “‘humans” arrive and we'll see how the thing works. 


I’ve got confidence - + + but we'll see! 


a 


this oe ig da 
" yy ; , 
re ee ae 


2 





Non-adjustable 
Thermostatic 


Automatic 


All Metal 


SYPHON AIR VALVE | 


The Dole Valve Company, 1913-33 Carroll Ave., Chicago, Ill. 


Mention Domestic ENGINEERING when writing advertisers. 
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Bon Air Vanderbilt Hotel 
Augusta, Georgia 


Garlin Hotel 
Jacksonville, Florida 





Tampa Terrace Hotel 
Tampa, Florida 


Jungle Hotel & Country Club 
St. Petersburg, Florida 


Hotel Dennis, Shelburne 
Hotel and many others 
Atlantic City, New Jersey 
Francis Scott Hotel 
Frederick, Maryland 
Hotel Tutwiler 
Birmingham, Alabama 
The Viking Arms 
Newport, Rhode Island 
Palmer House 


Chicago, Illinois 








Cleveland Allerton House 
Cleveland, Ohio 


Argonne Hotel 
Lima, Ohio 


Antlers Hotel 
Colorado Springs, Colorado 








The hotels of today are invariably Peng Sree 
. * e 
built around the experiences of Rsseng rr 
yesterday. And when, for a genera- cp Anseew Jackson 
2 % Shattanooga, Tennessee 
tion or more, the great hostelries ened Hotel 
’ ; Lexington, Kentucky 
consistently adopt one standard sys- eet 
tem of heating, it is a tribute to ooo 
performance. Illustrated above is the Dallas, Texas 
Cornhusker Hotel 
Stevens Hotel—one of the new Lincoln, Nebraska 


. ' Huntin Hotel 
Webster-heated hotels. Listed in a Pasadena, California 


column at the right are a few others. et Ge 


Roosevelt Hotel 
New Orleans, Louisiana 


‘ 
-since 1888 The Roosevelt Hotel 
and many others 


New York City 


Benjamin Franklin Hotel 
Philadelphia, Pennsylvania 





Valley Forge Hotel 
Norristown, Pennsylvania 


Hotel Prichard 
Huntington, West Virginia 
Niagara Hotel 
Niagara Falls, New York 


: 4 Onondaga Hotel 
of Steam fieatin src, New Yor 
Olds Hotel 
Lansing, Michigan 








: Warren Webster & Company, Camden, New Jersey Olympic Hotel 
Pioneers of the Vacuum System of Steam Heating Seattle, Washington 


: 52 Branch Offices In Canada, Darling Bros., Ltd., Montreal 
Congress Hotel 
| 


Portland, Oregon 
More than 41,000 installations in America’s finer buildings William Bird Hotel 
Richmond, Virginia 


Patrick Henry Hotel 
Roanoke, Virginia 







. 
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2,398,600 
1,339,500 


260,200 


2,568,500 
75,200 


2,686,100 
27,800 


187,200 
627,100 


34,700 


202,900 
584,200 
1,171,900 
661,000 
37,500 
1,464,600 
4,754,600 
746,400 
487,200 
676,900 
612,100 
154,300 


113,900 


1,293,300 
22,800 
227,500 
2,520,700 
2,085,400 
18,810,100 
23,807,300 
31,097,800 
21,294,900 
1,321,000 
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416,200 
269,700 

2,333,600 
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259,700 

3,032,800 

27,400 
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369,800 
223,100 
938,500 

30,200 
807,900 


151,400 
18,000 
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46,800 
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853,900 
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1,928,400 
1,161,800 


239,300 


2,514,700 
$6,700 
6,002,600 


19,500 


519,800 
1,361,900 


18,500 


256,500 
877,400 
1,013,700 
1,060,400 
46,900 
1,294,800 
3,600,400 
435,200 
221,200 
712,000 
408,600 
$20,200 


85,400 


844,200 
27,800 
204,100 
1,872,200 
4,931,000 
21,246,200 
28,598,000 
38,744,700 
18,539,900 
1,256,100 


108,384,900 
361,300 
92,000 
706,700 
300,700 
210,500 
12,213,000 
2,203,400 


721,900 
1,268,800 
132,800 
1,549,300 
53,400 
1,076,900 


462,200 
12,800 


2,123,500 
709,800 
2,820,100 
12,613,000 
2,058,700 
638,900 
196,800 
27,000 
234,600 
1,420,100 
582,600 
151,800 


35,600 
812,700 
585,800 


3,710,900 


153,400 
182,400 














Bear This in Mind 


See Our Advertisement 
in the May 14th Issue 


MEARS-KANE-OFELDT, INC. 


Manalacturers of 


GAS FIRED BOILERS AND WATER HEATERS 


1903-1915 EAST HAGERT STREET PHILADELPHIA 





“GOLD NUGGET” PRODUCTY:::::- 
BRASS FERRULES 


The manufacture ofquality brass e 
ferrules is a specialty wita us. If 
you want to give your trade high 
grade,accurately madeand nicely 
Baisahead A + Aa. Ai. the 
Richmond Line. Our large ware- 
house stocksand unexcelled ship- 
ping facilities makes trading with 


eo 








RICHMOND 


Foundry&ManufacturingCo. 
RICHMOND, VIRGINIA 











VALVES 


low-pressure, standard, heavy, 
and extra-heavy, all types and 
sizes. 

Send for catalog 


The Kennedy Valve Mfg. Co. 
Elmira, N. Y. 
Branches in principal cities 





85 


























Oil Burner Controls 





Send for our new Bulletin 110 


It shows a complete line of oil burner con- 
trols and safety devices including the new 


“Series 77’ Oil Burner Safety Control System 


ON TAC TE 


ABSOLUTE CON-TAC-TOR CORPORATION 
ELKHART 8 INDIANA 
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Distinctive 


SNO-WITE Enameled Bathroom Fixtures 


carry a certain distinction not to be found 
elsewhere. The pure white enamel lends it- 
self perfectly to any pattern or color design. 
Your customers can’t help but be pleased 


with the appearance of inset fixtures and 


the permanency of this type fixture has 
been proven. 


SNO-WITE Bathroom Trimmings are fully 
guaranteed for ten years against chipping, 
crazing and discoloration. You will find 


them endorsed by leading architects and 
: builders everywhere. 


\ Write for our catalog. 


American Enameled Products Co. 
CHICAGO NEW YORK 
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No. of ‘ No. of 
Permits Valuation Permits Valuation 
DOTIOROM sscscccses 101 432,000 67 153,390 
ND. in wwe ea vate 36 179,500 34 75,400 
DUPED 6404548 4n600 568% 59 135,700 154 631,500 
a 96 363,100 99 416,700 
Lancaster .....s ces 91 364,900 89 311,400 
Philadelphia ........ 1,258 12,788,100 1,230 15,065,900 
PUMASDUTHR 2.00206 ss 805 3,114,600 659 4,086,800 
PE svsvenes ev ee 289 344,600 193 299,500 
BOPAOOON: 6sssviviedase 176 264,700 106 381,300 
Wilkes Barre ...... 101 438,100 125 480,000 
DOE. 8 66-640%%60045%> 146 412,100 128 107,800 
South Carolina— 
EU EOTOOR vccdwcwss 38 83,100 42 23,900 
Pee ee ee 56 66,100 52 534,800 
Greensville ....... 57 124,500 35 57,500 
South Dakota— 
0 ee 18 37,600 29 68,200 
Tennessee— 
oe 253 463,600 241 698,400 
re 107 1,264,500 667 2,025,700 
| EE eer 263 269,900 213 260,300 
Texas— 
| es ee ee 392 1,084,000 433 2,122,400 
i ee 98 96,700 109 145,800 
Wort: Werth. .....2... 387 1,085,300 366 23206,600 
Questions will be found on page 15. 
1. In Cincinnati, Ohio, in 1842. 
2. The power required to lift 33,000 pounds one 
foot in one minute. 
8. Col. George D. Scott, New York City. 
4. 621/3 pounds per cubic foot. 
5. Spokane, Wash., from an underground river. 
6. By the area of the grate of the boiler or 
heater it serves. 
er 329 141,300 268 141,300 
San Antonio ........ 317 1,669,700 346 1,675,600 
Utah— 
PT Tree ere 37 67,500 47 178,300 
Salt Lake City...... 85 396,000 151 942,800 
Virginia— 
Pn sb wek na ase 169 242,500 148 222,500 
SRRUNUN - 25 \6.9:8:5-45 40 183 600,600 193 1,060,200 
RN dan os 40% 127 293,500 164 295,700 
Washington— 
es 164 91,900 169 117,000 
a 1,066 3,492,600 1,137 2,880,400 
PD. kwacetecswes 246 286,300 337 413,000 
COOGEE secescasescss 277 653,600 322 675,900 
West Virginia— 
Cheariestem .....0055 62 159,400 82 152,600 
Huntington ........ 61 442,700 88 210,400 
Wheeling ........... 151 215,400 63 158,300 
Wisconsin— 
oie eG vont 159 1,099,800 152 654,600 
ee 112 670,500 85 261,300 
pi 964 4,585,900 506 4,369,900 
OS ae ae 113 122,300 48 59,000 
SERROUD | Tikes erie he ne 106 373,700 73 359,500 
Sheboygan «........ 167 166,700 101 152,800 
Wyoming— 
Cheyenne ........... 26 123,100 47 155,800 
Total (206 cities)..67.€08 $335,838,600 63,572 $384,818,200 


W. L. Gary, president of the W. L. Gary 





Co., Inc., 


Washington, D. C., has been seriously ill at his home 


since April 25. 


being slightly improved. 


Frank Bentley, secretary of the Master Plumbers Ass0- 
ciation of the District of Columbia, has been confined to 


his home for several weeks with throat trouble. 


His condition was reported last week as 
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HEAT —where it is needed 


HE upper picture shows two Peerless Unit Heaters in the sales and service 
station of the Nash Buffalo Corporation. In the oval is shown another 
eerless Unit Heater, located on the opposite side (north) of this same large 


room. There is still another Peerless Unit on the west side of the room, the . 


four units being so placed that complete circulation of warmed air is maintained. 
Peerless Unit Heaters cost less to install — less piping, fewer valves and fittings, 
less labor — and provide quicker, more uniform heating than ordinary cast-iron 
radiators, without extra drain on the boiler. The saving in floor space, too, 
is a worth-while item. In the upper picture, for instance, it will be noted 
that the cars are placed close to the windows, and yet, since there are no 
radiators, there is plenty of well-lighted working space along that side of the 
room. The artificial air motion provided by the unit heater is very advantageous 
in garages, where the air is likely to be polluted by smoking motors. 

Many Peerless Unit Heaters are being installed in buildings of this type, as 
well as in other industrial buildings. Detailed information about them will be 
sent on request. Bear in mind that this modern system of heating can be 
installed in old buildings as ‘easily as in new ones. If you'd like to see our 
local representative, please so state when you write, 


PEERLESS UNIT VENTILATION COMPANY, INC. 
Skillman Ave. and Hulst St.(D) :: LONG ISLAND CITY, NEW YORK 
Offices in Principal Cities Throughout the Country 
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A. M. B. Brass Fittings are 
available in Screwed and 
Flanged — Standard and 
Extra Heavy Types — all 
regular sizes. Each FIT- 
TING is stamped with the 
circular A. M. B. mark 
which is your assurance of 
quality material and ac- 
curate workmanship. 


Specify A-M-B Brass Pipe Fittings 


—“many of your competitors are doing so” 


A complete line of pattern 
equipment and a large 
stock insure prompt de- 
liveries in large quantities. 
Fittings from stock pat- 
terns both screwed and 
flanged can be furnished 
for pressures up to 1500 
pounds per square inch. 


—also 


PROCESS PIPE FITTINGS 
OF BRONZE 


AcidjResisting fittings are also available in various 
alloys. These are made up on order but not 
kept in stock. Send for our corrosion test chart. 





‘See our Double Page Spread in Domestic Engineering Catalog’”’ 





American Manganese Bronze Co. 
Founders and Metallurgical Engineers 


Holmesburg 


ll MS REG atic ease 08 


New Orleans 


Philadelphia, Penna. 


Cleveland Detroit 
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AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 








THREE SUPPLY HOUSES IN PHILADELPHIA AND 
KRUPP FOUNDRY CO. ANNOUNCE CONSOLIDATION 

Announcement is made of the formation of the Hajoca 
Corporation, a company organized to manufacture and 
wholesale plumbing and heating goods, with headquar- 
ters in Philadelphia. The new company, 
tangible assets of more than $7,000,000 
on December 31, 1926, was formed by 
the consolidation of the Bridgman Co., 
Haines, Jones & Cadbury Co., and the 
Keystone Supply & Mfg. Co., Philadel- 
phia wholesalers, and the Krupp Foun- 
dry Co., Lansdale, Pa., manufacturer of 
soil pipe and fittings. 

The name of the corporation was se- 
lected because of the brand of plumbing 
supplies distributed by one of the firms 
in the consolidation. It is stated that 
the combined gross business of the com- 
ponent companies for the year 1926 was 
in excess of $16,000,000, and that their 
net earnings have averaged more than 
$782,000 annually during the past five 
years, and were $857,853.76 in 1926. 

J. Harvey Borton, formerly president 
of Haines, Jones & Cadbury Co., has 
been elected president of the Hajoca 
Corporation, and six former officers of 
the four companies have been named 
vice presidents. These, in alphabetical 
order, include William A. _ Brecht, 
George M. Bridgman, James M. Denney, F. C. Eckfeldt, 
Karl Legner and Charles A. White. Mr. Brecht was for- 
merly president of Krupp Foundry Co., Mr. Bridgman and 
Mr. Eckfeldt were officers of the Bridgman Co., Messrs. 
and White were officers of Keystone, and Mr. 


which had net 


Denney 


Legner was vice president of Haines, Jones & Cadbury Co. 











J. M,. Denney William A. Brecht 





J. Harvey Borton 
President of the Hajoca Corp. 


Four vice presidents of the new Eastern consolidation 





The new treasurer is Frank W. formerly 
Keystone, and the assistant treasurer is John T. 
Jr., formerly with Jones & Cadbury. Benjamin 
Cadbury of the company which bears his name was elected 
secretary and I. E. Rowland of Keystone is assistant sec- 
retary. As the concern will start with 28 branch houses, 
George H. Wobensmith of Bridgman 
was named supervisor of northern dis- 
trict Robert E. Saul of 
Haines, Jones & Cadbury, supervisor of 
the southern district. 

The Hajoca Corporation 
its headquarters at the old 


Dows, with 
Brown, 


Haines, 


branches and 


will make 
Bridgman 
Co. main office on Thirtieth street, be- 
low Chestnut, in Philadelphia. It 
available a brass works in Philadelphia, 
and iron foundries in 
Quakertown, Pa. There are five branch 
houses in Philadelphia besides the main 
office, two in Germantown, Pa.; two in 
Camden, N. J., Allen- 

ras Chester, 
Lansdowne, ra. 


Jersey 


has 


Lansdale and 


and branches in 
Bethlehem, 
Pa.; Norristown, 
Wilkes-Barre, Pa.; 
City, N. J.; Newark, N. J.; Baltimore, 
Md.; Richmond, Va.; Staunton, Va.: 
Asheville, N. C.; Charlotte, N. C.; Wil- 
son, N. C.; Savannah, Ga.; Jacksonville, 
Fla., and Tampa, Fla. 

The corporation, which has been in 
corporated in 
new issue of $2,500,000 ten 
bonds, dated April 1, 1927. accom- 
panied by a detached warrant entitling the holder to sub- 


town, rae 
Pa. 


Reading, Pa.; 


Delaware, announces a 


year 6 cent debenture 


These bonds will be 


per 


scribe to five shares of common stock, no par value, of 
$23 a until 
1930. 


Hajoca Corporation, at share, at time 


April 1, 1929, and thereafter at $25 until April 1, 


any 











Karl Legner George M. Bridgman 
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President Bor- 
ton’s message 
to the trade is 
that the new 
company will 
pursue the 
same policies of 
selling to the 
trade only as in 
the past and 
that customers 
and manufac- 
turers may ex- 
pect the same 
treatment as 
they have re- 
ceived  hereto- 
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Officers of the Hajoca Corp., 


fore. Mr. Bor- 
ton also stated 
that the corpo- 


F. C. Eckfeldt 
Vice president 


ration had taken over distribution of several nationally 
known lines of plumbing and heating goods and would 


F. W. Dows 
Treasurer 


handle these lines exclusively. Buyers for the company fall 


have not yet been definitely settled, a division of labor 
in this department being the solution expected. 


changes are being made as quickly 
as possible, and it is expected the new 
headquarters will be established in the 
very near future. 

An announcement to the trade was 


planned for this week. 


DETROIT BRASS INTERESTS 
CONSOLIDATE 

A consolidation including three large 
brass manufacturers of Detroit, Mich., 
has just been announced. The com- 
panies concerned are the McRae & 
Roberts Co., the Michigan Lubricator 
Co., and the Standard-Peninsular Brass 
Works. The new company is to be 
called the General Brass Co. Its gen- 
eral offices will be at the McRae & 
Roberts Co. former plant at 100 South 
Campbell street in Detroit. 

W. S. Killam, now president of the 
McRae & Roberts Co., will be the presi- 
dent of the new corporation. Mr. Kil- 
lam has been president and manager of 
the former company for many years. 
Elwood C. Johnston, now vice presi- 


Brass Works. 
The of Milton 
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Philadelphia, 








W. S. Killam 


President, General Brass Co. 
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dent of th 

Michigan Lubri 

cator Co., will 
be first vic: 

president in 
charge of pro 

duction. The 
second vice 
president and 
sales manage: 
of the new com 

pany will be 
William S. Chil- 
man, now vice 
president of the 
McRae & Rob- 
erts Co. Milton 
E. Czarnowski., 
at present the 
secretary -treas- 


Pa. 
Benjamin Cadbury 
Secretary 


urer of the McRae & Roberts Co., will be treasurer of the 
consolidated corporation and the duties of secretary will 
on Philip E. Welton of the Standard-Peninsular 
The board of directors will be composed 
A. McRae, John B. Corliss, Frederic G. Aus- 


tin, W. S. Killam, Carlton M. Higbie, 
Elwood C. Johnston and William S. 
Chilman. 

The consolidation brings together 
three well organized operating units 
having a record of many years’ expe- 
rience. The combined production of 
the corporation will include compres- 
sion and ground key plumbing brass 
goods, radiator valves and heating ac- 
cessories including boiler trimmings 
and air cocks and gas stove cocks. 
Manufacturing operations will be cen- 
tralized at the McRae & Roberts plant. 

The General Brass Co. now becomes 
the country’s largest manufacturer of 
gas stove cocks. Distribution of the 
merged companies’ products will be ex- 
tended into every state in the country, 
and the increased facilities will make 
possible a large increase in business. 





The Cohoes Rolling Mill Co., Cohoes, 
N. Y., announces the removal of its New 
York City offices to the Hudson Ter- 
minal building, 30 Church street. 





Officers of the newly organized General Brass Co., Detroit, Mich. 


W. S. Chilman 
Second vice president 


E, C. Johnston 
First vice president 


P. E, Welton M. E. Caarnowski 
Secretary Treasurer 
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ONLY THE BARBER-GREENE HAS THE VERTICAL DIGGING BOOM AND THE OVERLOAD RELEASE 











<r 








“4 t _ _ —_ _ . the 

8. 

n- e 

: From House to Main—at a Profit 
of ERVICE laterals cause a lot of grief and 

he expense for plumbers—using pick and 

X- shovel labor. But laterals become a source 

y, of profit—with a Barber-Greene handling 

Ke the digging. 


Drop Barber-Greene’s Vertical Boom flush 
with the side of a house, cut to proper depth, 























in Le.” errat and start digging—straight out to the curb— 
a, 8 Ge straight down on the other side—and end up From cover to cover, 
flush with the main trench. The entire job ‘##s book is packed 
A : : . : full of pictures and 
C0 is usually finished in a few minutes—where 45) yecords that are 
avnaG the old fashioned shovel gang took hours and worth a lot toanyone 
AMER days. And Barber-Greenes dig stubs with _ interested in cutting 
equal ease. ditching costs. Its 
pon by F P name 1s Ditching 
And Barber-Greene is so light and com- —. and = : 
[ Hesdauarters Hotel Sherman | pact—so easy to handle—so inexpensive to mill bring Bow oe 
operate and keep up that even occasional 5, seturn mail. Send 


jobs can earn a profit. today. 
BARBER-GREENE COMPANY, 408 W. PARK AVE., AURORA, ILLINOIS 


Barber-Greene Ditcher 


Representatives in 50 Cities 
DISC FEED LOADERS VERTICAL BOOM DITCHERS 
STANDARDIZED PORTABLE AND PERMANENT BELT CONVEYORS 
SNOW LOADERS CAR UNLOADERS COAL LOADERS 



























$111.00 


List price, cash f. o. b. 
factory. 200-gallons per 
hour capacity pump, 60- 
cycle motor 35-gallon gal- 
vanized tank, complete. 










$85.00 


List price, cash f. 0. b. fac- 
tory. 200-gallons per hour 
capacity, complete with 4- 
gallon galvanized tank. 
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Plumbers say these 













From every standpoint —capacity, quality and price——-Fairbanks-Morse Home Water Systems 
are unquestionably the greatest values ever offered. 


That is why plumbers write us these plants are easy to sell. Other reasons are: 


1. All F-M Water Systems are correctly de- 4. Years of consistent national advertising 










VNo “ 
os oe foe o 
Fairb ™ “é . ” Pe. Ie 2 
airbanks-Morse Products Every Line a Leader oy? Sabet S S38 a 


water systems are easy to sell 





signed. Workmanship is of the best and have created a huge ‘“‘consumer accept- 
they are quality-built throughout. ance”’ for the name “Fairbanks-Morse.” inte ap aaniee dvivee Aenemmmibe ater 
2. The line is complete. There is a size and Your prospects know this name to be a systems, 800 to 5000 gallons per hour 

type of home water system for every guaranty of sound value. 
K requirement. 5. F-M prices are attractive, giving you an 
! 3. The F-M Home Water Systems are built “edge” on competition in price as well as 

by specialists who have planned, built and in design and quality. Deep - well System 

installed water systems in towns and 6. The Fairbanks-Morse Finance Plan makes eal ae, “ilsas 
cities of all sizes; and who have manu- it doubly easy for you to increase your 76 to 1750 gallons per 
factured Home Water Systems for years, volume by further enlarging your sales — 
: many thousands of which are now render- possibilities. Ask about it. 

ing reliable service to their owners every- Write for all the facts; also details of our 

where. profitable dealer proposition. 

FAIRBANKS, MORSE & CO. : Manufacturers : Chicago, U.S. A. vf 
ad 
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E. S. A. SOLICITS FLOOD RELIEF 
The Eastern Supply Association has sent out a bulletin 
to all its members, calling attention to the flood disaster 
in the Mississippi Valley, urging them to do all they ean 
to alleviate the situation and provide the necessary funds 
for the Red Cross to carry on relief work. 


WALWORTH CO. MOVES LOS ANGELES BRANCH 

The Los Angeles, Calif., office of the Walworth Co., 
which has been located for a number of years at 3600 
Santa Fe avenue, has been moved to 1960 Santa Fe ave- 
nue. This will bring the company nearer the wholesale 
center and will give it increased warehousing facilities. 


MOVE SOUTH SIDE AND WEST SIDE BRANCHES 

The Illinois Malleable Iron Co., Chicago, has moved 
its South branch in this city to 7720-22 South Racine 
avenue, and its West branch to 5001-3 West Lake street, 
also in Chicago. The company has purchased properties 
at these locations and has built stores there designed to 
meet the requirements of its business. 


OPENS OFFICE IN NEWARK, N. J. 

The American Brass Co. of New York City has just 
opened a new Office in the Military Park Building in New- 
ark, N. J., under the management of J. B. Benedict and 
L. B. Smith. 


MOVES WESTERN SALES OFFICE 
J. B. Wise, Inc., of Watertown, N. Y., has just moved 
its western sales office to 1213 Steger building, 28 East 
Jackson street, Chicago, according to announcement is- 
sued by Frank P. Neal, western sales manager. 
MOVES CHICAGO OFFICE AND WAREHOUSE 
Abram Cox Company has moved its office and ware- 
house in Chicago to 2911 South La Salle street. 
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HEATED 


ERE is a new sales op- 
portunity. The Wessels 
Heater will appeal greatly to 
your customers who like mod- 
ern equipment, especially 
those who are away from a 
gas supply. 

The Wessels Heater uses 
electricity exclusively, which 
gives the cleanest, safest, and 
most convenient heat possible. 




























AT THE BETTER HOMES EXPOSITION IN| NORFOLK, 
VIRGINIA 

During the week of April 18-23, a “Better Homes and 

Building Exposition’’ was held in Norfolk, Va., under the 

auspices of the Norfolk Real Estate Board. With the 

view of bringing before the public the latest and most up 








to date line of plumbing fixtures, the Seaboard Supply 
Co., Ine., of Norfolk, Va., furnished the exhibit illustrated 
here, 

This is the first time that an exposition of this kind has 
ever been held in Norfolk, but, judging from the attend- | 
ance and interest shown, it will be a yearly affair. 


There are controls and sizes 
for every domestic require- 


ment. 


DETROIT, MICHIGAN 


Mm 
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Greenhouse heating 
requires a special 
type of boiler, capa- 
ble of keeping certain 
temperatures where 
certain flowers are 
under cultivation. 


Wilks engineers have 
made a study of 
greenhouse heating 
and their findings 
will be found in our 
catalog. 


Write for it today— 
be able to do green- 
house heating the 
Wilks way — there’s 
more money in it. 


S. WILKS MFG. CO. 
3515 Shields Ave., Chicago, Ill. 


E. W. SEDGWICK, President 
H. M. SEDGWICK, Secy-Treas. 


D.D.WESSELS & SONSCO. 









STEEL BOILERS 


for heating greenhouses 
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A AIR VENT 


1 VALVE SEAT 


VALVE Pin 8 


THERMOSTATIC FLOAT C 


=F. 


EXPANSION DIAPHRAGM O 


© EXPANSION BRIDGE 
STEAM CHANNEL G 


~~ pucsan YB veatetonn 


* ORAIN TUBE 


Building Your 
Reputation 


The reputation you have worked so hard to 
build up will receive a tremendous boost 
after you display a carton of Cadwell No. 
10 Non-adjustable Air Valves on your 
counter. 


These valves are backed by years of manu- 
facturing experience and an honest-to-good- 
ness guarantee. Should any valve go wrong 
within five years of the date of purchase, we 

will immediately replace it without charge 

' to you—creating for you invaluable good 

; will among your clientele. 


The sectional view above illustrates the 
various features which have created the 
existing demand for this instant acting valve. 
The moment steam comes in contact with 
the thermostatic float, an instantaneous ex- 


panding of the diaphragm lifts the float and 
valve pin into valve seat, closing valve. 


The 
BEATON & CADWELL MFG. CO. 
NEW BRITAIN, CONN. 


Office and Warehouse carrying stock of Perfection 
Products and Simplex Flush Valves: 
234 Water St., New York City 


, 
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OPENS BRANCH IN DENVER, COLO. 

The Peerless Selling Co., Evansville, Ind., has opened a 
branch at 1429 Eighteenth street, Denver, Colo., under 
the name of the Peerless Colorado Co. The branch will 
be managed by K. W. Atkins, son of W. C. Atkins, for- 
merly of the Hedges-Atkins Supply Co. of Denver. The 
new company will serve Colorado, Wyoming and New 
Mexico. 





COCO BROS. CO. MOVES PLANT 
Charles Greenbaum, general manager of Coco Bros. 
Company, New York City, announces that they will move 
to Lafayette, Broome and Center streets, in that city, 
where larger plant facilities are available for manufactur- 
ing purposes. 





CHARLES A. FISHER NAMED PRESIDENT OF JONES 
& LAUGHLIN STEEL CORP. 

Charles A. Fisher has been named president of Jones 
& Laughlin Steel Corporation, Pittsburgh, Pa., succeed- 
ing the late William Larimer Jones, the announcement 
of his election being made on April 26. Mr. Fisher has 
risen with the company from a bookkeeper, starting his 
business career with the steel firm in 1898, when a young 
man just out of school. He has risen steadily, his last 
office being that of vice president in charge of finance, 


a position he has held since the present corporation was 
formed in 1923. 





MOVES NEW YORK CITY OFFICES 
Wm. B. Scaife & Sons Co., Oakmont, Pa., recently 
moved its New York City offices from 26 Cortlandt street, 
where it has been for the last twenty years, to the Archi- 


tects’ Building, 101 Park avenue. H. F. Reynolds is man- 
ager in charge of this office. 





YOUNGSTOWN SHEET & TUBE CO. ENLARGES 
BOARD 

The board of directors of the Youngstown Sheet & Tube 
Co., Youngstown, Ohio, has recently been enlarged from 
11 to 14 members, the new members being Frank Purnell, 
executive vice president; H. G. Dalton, a vice president 
and a member of the executive committee, and Harry 
Coulby of Cleveland. James A. Campbell is president of 
the company. 





NEW SPECIALTY HOUSE IN NEW YORK 
A new house dealing in plumbing and heating brass 
goods specialties was recently opened under the name of 
The Eastern Specialty & Supply Co., Inc., at 102 Beekman 
street, New York City. The incorporators are M. J. Cohan 
and George Berger, both well known throughout the 


Metropolitan territory. 





OIL-O-MATIC CONVENTION TO BE HELD IN JUNE 

The annual convention of the dealer organization of 
the Williams Oil-O-Matic Heating Corp. Bloomington, II1., 
will be held June 6 and 7 in that city. 

Arrangements are being made for an attendance of more 
than 2,500 dealers, salesmen and service men, and it is 
expected that every part of the world will be represented. 
The chief engineer of the distributor in Germany, Mr. 
Dapfer, is already in Bloomington. A member of the firm 
of G. N. Hadden & Sons, distributor for Great Britain, is 
expected; Mr. Folch, the Spanish distributor; Mr. Heb- 
belynck, of Belgium; Arthur F. Sheet, president of R. W. 
Cameron & Co., export representative of the distributor 
for Australia, will be among the delegates from abroad. 
A large attendance is promised from Canada. 
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BOSTON SALESMEN PLAN ASSOCIATION 
Plans are being made in Boston, Mass., for the forma- 
tion of a salesmen’s association, and it is expected to 
have a good start made within a short time. Robert 
Patterson of Carpenter & Patterson, E. Dunn of Crane 


Co., W. Egan of the Daly Plumbing Supply Co., W. Raf- 
ferty of the F. W. Webb Mfg. Co., William Buckley and 
S. Weinbaum of Hirshfield & Mayer Co. are the men be- 
hind the idea of forming such an association. 








SANITARY CO. OF AMERICA ENLARGES INSURANCE 
PLANS 


The Sanitary Company of America, Linfield, Pa., has 
enlarged its present group insurance program to provide 
health and non-occupational accident protection for its 


employes. The new plan covers employes in East Green- 
ville as well as Linfield. 





THE APRIL MEETING OF THE GREATER NEW YORK 
CHAPTER N. A. P. H. 8S. 


At the regular monthly meeting of the Greater New 
York Chapter of the National Association of Plumbing and 
Heating Salesmen, called to order in the Hotel Pennsyl- 
vania, New York City, on April 21, John H. Taylor, past 
president, reporting for the nominating committee of 
which he was chairman, put the names of Jack Flemm, 
William F. Weber, L. H. Stroh and Harry Olsen in nom- 
ination for president, vice president, treasurer and secre- 
tary, respectively. To this list there was added from the 
floor the name of Joseph Spivak for vice president. Presi- 
dent LaCroix, Harry Olsen and William Munch were 
chosen as delegates to the national convention to be held 
at Newark, N. J., May 26, 27 and 28. <A. H. Hanson, 
William Conlon and F. L. Dodson were elected as alter- 
nates. 

A committee comprising E. N. Smith, F. L. Dodson and 
Harry Swenson was named to complete arrangements for 
a trip to Bridgeport, Conn., for the purpose of visiting 
the plant of the Bridgeport Brass Co. in a body, the invi- 
tation having been extended the organization some 


months ago by A. D. Guion, publicity manager for this 
concern, when he gave an illustrated talk on ancient 





























Secretary-treasurer F. W. Broatch and William 8S. Roe taken 
at the first meet of the Metropolitan Trade Golf Association 


plumbing from data which he has compiled for his firm’s 
advertising campaign. 

L. W. Rogers, associate editor of ‘Psychology Maga- 
zine,” at the outset of the meeting gave an interesting 
talk on the psychology of selling, taking the place of Dr. 
Henry Knight Miller, editor of the magazine, who was 
scheduled to address the meeting. Some of the factors 
Pointed out by Mr. Rogers as requisites to successful 
selling are positive self-assurance, appreciation of cus- 
tomer’s point of view, new and favorable contacts, and a 
hair spring mind that reacts to conditions which arise. 
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Modern 
Plumbing 


Includes 





Badger Copper Boilers 


Clean, hot water is always assured with copper 
boilers built by Badger. Eighty-six years of 
experience as coppersmiths makes it possible 
to offer to the plumbing trade moderate priced 
boilers that fulfill the most exacting needs of 
high grade plumbing. ~ 


Badger boilers are designed on engineering 
standards—half-round type heads, riveted and 
soldered to the shells—riveted to insure a high 
safety factor. All pressure boilers tested under 
200, 250 and 300 Ibs. pressure. All parts 
coming in contact with water are tinned to 
insure clean water. 


Let your customers enjoy the satisfaction of 
clean hot water. 


State sizes and pressures and let us give you a 
quotation. 


E. B. BADGER & SONS CO. 


75 Pitts St. $2 Boston, Mass. 
New York:101ParkAve. Tulsa,Okla.:Mid-Continent Bidg. 
Representatives in all Principal Cities 
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LENGTH OVER ALL 
NO.5-54"= 14" 
NO.6- 1° #14" 
NO. 6-14 = 14" - 
- — 6-714" ——j 

6-2' =14" ~ 

Fig. 118 

No. 5—%-inch Compound Injector. Patented 
in U.S., Canada and Foreign Countries. 


An automatic water softener and 


scale remover that is really auto- 
matic, that operates unfailingly and 
pays you a fine profit—isn’t it worth 
investigating? Write us today. 
COMPOUND INJECTOR & SPECIALTY CO. 


419-421 D. No. Laramie Ave. Chicago, Ill., U.S. A. 


Originators, designers and sole manufacturers of 
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‘ No. 846 Combination Duplex Water Feeder 


The Duplex Water Feeder 


The McAlear No. 846 Combination Duplex Water 
i Feeder with Low Water Electric Cut-out Switch, 
shown here, is especially designed for use in 
connection with low pressure oil burning installa- 
tions. In addition to performing its duty as a 
boiler feeder, it breaks the electric circuit operat- 
ing the oil burner pump, should the water level 


in the boiler reach the danger point. 


If you do not have acatalogue 
of McAlear complete line of 
specialties, send for one today 


CHICAGO wf PRS ALE AR ZAEG *ED)utinois 
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SALESMEN’S COMMITTEES MEET IN NEWARK, N. J, 

A meeting of all the committees which have the na- 
tional convention of the National Association of Plumh 
ing and Heating Salesmen in charge was held at Achtel 
Stetters in Newark, N. J., Friday evening, April 29, the 
evening being spent in discussion of plans for the conven- 
tion. Harry J. Homer, general chairman, who had charge 
of the meeting, called upon committee chairmen for re- 
ports, the progress made being encouraging. 

One decision made by the committees was to postpone 
the celebration of the New Jersey chapter’s annual Bosses’ 
Night, which had been planned for Thursday evening, May 
26. This was done because the members felt that the out 
of town delegates would probably want to be left to their 
own devices on one evening, many of them having spoken 
of wanting to go to New York City while in attendance 
at the convention at Newark. This will leave the Ladies’ 
Night, which is planned for Friday evening, May 27, as 
the big social gathering of the convention, and the enter- 
tainment committee has made elaborate plans for this 
affair. Among other features, the Vagabonds, a famous 
broadcasting orchestra, has been secured, as well as three 
other features now broadcasting through Station WEAF. 
The party is to be held at the Robert Treat Hotel, which 
is convention headquarters. 





SOUTHWESTERN TRADE GOLFERS HOLD FIRST 
MEET 
The first meeting of the year of the Southwestern Trade 
Golf Association was held at the Lakewood Golf and Coun- 


try Club, Kansas City, Mo., April 21. Members of the as- 
sociation were the guests of George Jorgensen. In- 
clement weather cut down the attendance, but twenty-two 
hardy golfers made the rounds during the day. 

Bruce Jones, with 102-25-77, won the first prize, a 
locker rack. James A. Davy won a ball marker with his 
103-25-78. 106-27-79 was enough to give W. J. Liggett 
six golf balls for third place. Fourth prize, four golf balls, 
was carried off by George Jorgensen with 1004-24-80. Fifth 
prize went to E. A. Cline with his 99-18-81. He won two 
golf balls. Low net prize, two balls, went to William G. 
Craig with his net 90. H. H. Hawk, with a score of 133, 
was awarded a golf ball for having exerted the most stren- 
uous efforts. The association has issued an invitation to 
anyone connected with the plumbing and heating industry 
to play at its meet when in Kansas City. 

PHILADELPHIA HEATING AND VENTILATING 
GOLFERS MEET 





The Heating and Ventilating Golf Association of Phila- 
delphia opened the 1927 golf season at the Northfield 
Country Club, Atlantic City, N. J., on Wednesday, April 
27. As is customary, the majority of the members availed 
themselves of the opportunity of going down the day be- 
fore to the Lu Lu Yacht Club, where arrangements were 
made by Secretary R. C. Bolsinger for the members to stay 
over night in order to get an early start Wednesday. 

More than 30 players teed off for the morning round 
and were able to get in 18 holes before a heavy rain, 
which set in immediately after lunch, put further playing 
out of the question. The afternoon round called for best 
ball foursomes, but it was necessary to award prizes on 
the morning scores only. 

Robt. G. Savill went around in the morning in a good 
94 and with a handicap of 20 secured a net of 74 for the 
low score of the day. This score entitled Mr. Savill to 
his first leg on the H. J. Carr Trophy Cup and 4 golf 
balls as first prize in Class A. M. F. Blankin shot a gross 
85, and with a handicap of 5 won 3 balls as second prize. 
C. W. Wanger received 2 golf balls as third prize with a 
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gross 95—15 handicap, net 80. Secretary Bolsinger also 
got two balls for fourth prize with a net 82. A. V. Mac- 
Gregor won fifth prize and 1 ball with a net 82. 


In Class ‘‘B,’’ Bert Pennypacker, with a gross of 106—~- 
handicap 28, net 78—won 4 balls and 1st prize. Geo. 
Kitson received 3 balls with a net 80 as second prize. Two 
balls went to H. J. Carr as third prize, with a net of 81. 
Lee Nusbaum also received 2 balls as fourth prize, with a 
net 87. C. F. Thompson, with a net 87, received 1 ball as 
fifth prize. 

Dinner was served Tuesday night at the Yacht Club and 
the rest of the evening was spent in entertainment. John 
Moore, David Moore, Wm. Hepburn and Frank Walsh, all 
of Atlantic City, N. J., honored the association with their 
presence, and Fred Engleberger of Newark, N. J., and 
Frank Dows of Philadelphia, were also present. 





AMERICAN RADIATOR CO. TO SELL REFRIGERATION 


The industrial division of the American Radiator Co., 
Buffalo, N. Y., has expanded its selling organization to 
include the electric refrigeration industry according to a 
recent announcement. The company has bought a mod- 
ern and fully-equipped factory at Springfield, Ill., which 
is completely fitted for the manufacture of refrigerating 
products. 

Walter A. Metcalf, formerly with the York Mfg. Co., 
York, Pa., will cover the New England States, New York 
and New Jersey. His headquarters will be in the Amer- 
ican Radiator building, 40 West Fortieth street, New 
York City. R. E. Townsend will have charge of the West- 
ern New York territory, with headquarters at the Amer- 
ican Radiator Co.’s offices at 1807 Elmwood avenue, Buf- 
falo, N. Y. Paul R. Hospe, formerly of the Baker Ice 
Machine Co., will take over the Central states west of the 
Mississippi, with headquarters at the Kansas City offices 
of the company. E. J. O’Connell, with headquarters at the 
Los Angeles, Calif., branch, will cover the Pacific Coast 
district. I. J. Knudson will 
Michigan, Indiana and Ohio, 
American Radiator Co. 
nue, Chicago. 


Illinois, Wisconsin, 
headquarters at the 
South Michigan ave- 


cover 
with 
offices, 816 


CENTRAL TRADES GOLFERS OPEN SEASON 


The season’s first meet of the members of the Central 
Trades Golf Association was held Tuesday, April 26, at 
the Edgewood Country Club as guests of C. S. Pitkin. 

Edgewood has been the ‘Jonah’? Club for this associa- 
tion for the past three years, inasmuch as they 
run into a rainy day. However, this did not 
members from turning out in goodly number. 

Prizes for the day were won by the following: Karl 
Gauerman won the silver loving cup with a net 78. Har- 
vey Eggleston won first prize of five balls with a net 81. 
C. C. Adams won five balls with a low gross of 88. F. A. 
Vance won second prize with low net of 85. 

The Big Iron Cup was taken away by J. W. Kinnard, 
and he promised to bring the cup back, having made ar- 
rangements for lessons between and the next 
in order not to have to take it away with him again. 

A very enthusiastic meeting was held after dinner, at 
which time the plans and arrangements for the big golf 


always 


stop the 


now meet 
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Gon, SELF-CLOSING 
AY F(A DAKY 
with renewable seats 


mootn ball-bearing 
S action—plus the 
patented “Samson” 
Lock which makes 
Paragon handles 
easiest to adjust with- 
out special tools. 
Longer wear— better 
action. A wide variety 
of bodies and handles, 
Write for folder on 
the complete line. 

Order through 

your Wholesaler 


Tke CENTRAL BRASS AY Co. 


PARAGON DIVISION CLEVELAND O. 





SAN-EQUIP 


an) Septic 


You will find San-Equip Sep- 
tic Tanks a money maker for 
you in suburban and unsew- 
ered districts. Simple and 


many exclusive features that 
make them doubly salable. | 
San-Equip Tanks fulfill the ~ 
exacting requirements of the 


U. S. Health Service. 






Write today for details. 


CHEMICAL TOILET CORP. 
E. Brighton St. Syracuse, N. Y. 








MYERS DIRECT WATER SYSTEMS 


For Shallow or Deep Wells and Cisterns 

XS ‘ Equipment includes pump, 
‘ air chamber motor, belt, 
automatic switch, gauges 
and valves, and all fittings 
mounted on plank ready to 
connect up with power and 
water lines. 





Does not require a storage 
tank. Pumps fresh water 
direct from well to faucets. 
Automatically controlled 
without waste of power or 
water. Ample capacity for 
home or farm purposes. 
Other styles and sizes for 
homes, farms, public and 
private institutions. Cataiog, information and prices on request. 


The F, E. MYERS & BRO. Co. 


ASHLAND, OHIO 


























tournament which this association will hold May 9 in con- | 
hection with the National Pipe and Supplies meeting were | 


discussed. 
progress. 


Chairmen of the various committees reported 


The secretary has received letters from 
of the golf associations with a list of the 
are planning to attend the tournament in Pittsburgh. 

The attendance of this meet will be far greater than 
Was ever expected when the association first 
rangements for this event. 


practically all 


members who | 


started ar- | 


O-B Brass Valves 


are made in the following styles: 


Radiator Valves 
Flexitite Disc, Gate, No. 50 
Steam, No. 30 
Hot Water, No. 40 
Packless Graduated, No. 35 
Union Elbows, No. 45 


Flexitite Disc Gate Valves 

125 |b. Standard, Non Rising 
Stem ,No. 2¢ 

125 Ib. Standard Rising Stem, 
No. 2 

100 1b. Light Standard, No. 25 


Globe, Angle and Check Valves Renewable 
©). 


rass 

Dise Dise 
150 Ib, Standard . . No. 10 
125 Ib, Standard ‘ . Nol No. 15 
100 Ib. Light Standard No. 144 
Competition No. 2 No. 3 
Lock and Shield No. 5 No. 5 





Flexitite Disc 
Gate Valve 
Patented 


OHIO BRASS COMPANY 
Mansfield, Ohio 











= Ohiggprass Co.___ 

















 STA= PAK 


HOT WATER 


AALVE 


Never 


Need 
Re-packing 















WHOLESALERS: 


STA-PAK valves are high qual- 
ity valves at prices that bring in 
orders. Write for our catalogue 
and detailed information. 





= 


* 





‘SSTA-PAK 
No. 24 





Note the detailed construction of the 

Capitol STA-PAK Hot Water Valve 

illustrated above. Here is a real hot 

water valve of the packless type, ex- 
1 tremely pleasing in appearance. For use 

on pressure or expansion systems. It is 

a valve that will give you and your cus- 
tomer permanent satisfaction. 


Every STA-PAK valve is made of guar- 


anteed tested materials. 


1 

Michigan Smelting 
. and Refining Co. now 
; operating Capitol 
" 
| 





Brass Works and 
Acme Brass Divisions. 









CAPITOL BRASS WORKS 


MANUFACTURERS OF BRASS VALVES AND BOILER TRIMMINGS 


=SSDETROIT, MIChS= 
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Personal Mention 


Clarence M. Woolley, chairman of the board of di- 
rectors of the American Radiator Co., has been named a 
director of the General Electric Company, a booklet is- 
sued by that company states. Mr. Woolley is also a di- 
rector of the Federal Reserve Bank of New York, a di- 
rector of the General Motors Corporation, a director of 
the Gold Dust Corporation, and a director of the Texas 
Gulf Sulphur Co. 

Louis J. Odets, vice president, and Walter Thompson, 
general sales manager, both of the Abram Cox Co., Phila- 
delphia, accompanied by Vernon E. Sumwalt, Baltimore 
manager for the same concern, visited the Baltimore Mas- 
ter Plumbers’ Association and the Master Plumbers of 
Baltimore City, Inc., at their last meetings. At both 
meetings, Mr. Odets made short talks on trade conditions. 

James A. Messer, president of the James A. Messer Co., 
of Washington, D. C., and Mrs. Messer plan to sail May 
28 on the steamship “Olympic” for a six weeks’ tour of 
Europe. Mr. Messer is vice president of the Eastern Sup- 
ply Association. 

Cc. A. Hamilton, president of the Alabama Pipe Co., 
Anniston, Ala., recently visited the New York and 
Chicago territories, making a survey of business condi- 
tions in those sections. 

Myron J. Glauber, president of the Pacific Faucet Mfg. 
Co., Los Angeles, Calif., spent some time recently calling 
on the trade in New York City. Samuel Skner, who 
handles this concern’s products in that territory, accom- 
panied Mr. Glauber on his tour. 


J. H. Balmer, president of J. H. Balmer Co., Newark, 
N. J., sailed for Europe on Saturday, April 30. He ex- 
pects to be gone several weeks. 

A. B. Weil, of the Fletcher-Weil Co., manufacturers’ 
agents in Los Angeles, Calif., left recently for an extended 
business tour of the East. He intends to visit Chicago, 
several places in the east, including New York City, and 
will return through several manufacturing centers in the 
South. He expects to be gone between six weeks and two 
months. On his trip several new lines are expected to be 
added to those already represented by his concern. 

Martin A. Brennan, manu- ~ 
facturers’ agent of Boston, i 
Mass., was the guest of 
honor recently at a surprise 
party given in honor of his 
fiftieth birthday. The party 
was held at the Suntaug 
Lake Inn, Lynnfield, Mass., 
and about fifty of Mr. Bren- 





were responsible for it. He 
was presented with a beau- 
tiful new traveling bag dur- 
ing the celebration. 

Murray G. Milliken, well Martin A. Brennan 
known to the trade in the 
Metropolitan district and New York state, has recently re- 





| signed as upper New York state representative for the 


| will announce his future plans within a short time. 


Speakman Co., Wilmington, Del. Mr. Milliken spent a 
few weeks in the South recovering from poor health, and 





PD. V. Case has associated himself with the main office 
of The Kellogg-Mackay Co., 1351 West 37th place, Chi- 
cago, and will call on the architects in Chicago’s loop 
district. Mr. Case was formerly manager of the plumbing 
department of Kellogg-Mackay Co.’s Kansas City, Mo. 
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pranch, and his wide experience in the plumbing field 
includes former connections with Kellogg-Mackay Co., 
Minneapolis, and Jas. B. Clow & Sons, as salesman in the 
northwest territory. 

Calvin P. Wadley, formerly president of the Excelso 
Specialty Works, Inc., Buffalo, N. Y., is now in Los An- 
geles, Calif., where he is devoting himself to golf. 

Atherton Clark, of the ex- 
port department of the Black 
& Decker Mfg. Co., Towson, 
Md., is now on a year’s tour 
around the world. When last 
heard from, Mr. Clark was in 
Australia. His itinerary in- 
cludes the following coun- 
tries: Hawaii, Australia, New 
Zealand, Ceylon, India, Straits 
Settlement, Dutch East Indies, 
Siam, French Indo-China, 
Philippine ~ Islands, China, 
Korea and Japan. 

Tandy L. Jackson has been 
made district manager in the 
Cleveland district for the 
Chicago Pump Co., Chicago, 
Ill. This district has been 
served by a traveling representative up until now. Mr. 
Jackson will open offices in the Plymouth building, 2036 
East Twenty-second street, Cleveland. He was formerly 
located in Kansas City, Mo. 

F. Eidman, Baltimore representative for the Sloan 
Valve Co., Chicago, has been spending the past several 
weeks in Atlantic City, N. J., due to the poor health of 
his wife. 

H. J. Kleinman of Philadelphia, accompanied by Mrs. 
Kleinman, has just returned to his home after a week 
spent in Chattanooga, Tenn., where he visited the plants 
of the Casey-Hedges Co. Mr. Kleinman represents this 
company in the Philadelphia district. 

Claude W. Owen, of the E. G. Schafer & Co., Washing- 
ton, D. C., who has been ill several days at his home in 
that city, has returned to his desk. 

George W. Hopkins, 211 Ross street, Pittsburgh, Pa., 
has just been appointed distributor for the W. D. Cashin 
Co. of Boston, Mass. He will cover Pittsburgh and West- 
ern Pennsylvania territory. 


George Southard has recently joined the plumbing sales 
force of the Walworth Co., Seattle, Wash. Mr. Southard 
was recently associated with the Trane Co. in the Seattle 
territory, and previous to that was identified with the 
College Plumbing Co., in the University district of Seattle. 





Atherton Clark 





CALIFORNIA SECRETARY TO GO TO NORTHERN 
PART OF STATE 

Bruce Clark, secretary of the State Association of Mas- 
ter Plumbers of California, expects to leave within the 
next few days for a trip into the central portion of the 
state which will employ his time almost to the date of 
the Yosemite convention. Secretary Clark will do con- 
structive association work among the master plumbers 
in the San Joaquin Valley from Fresno north. 





M. T, G. A. HOLDS ANNUAL ELECTION 
At the recent annual meeting of the Michigan Trade Golf 
Association, held at the Detroit Athletic Club, Detroit, 
Mich., J. A. McDougall was elected president for the forth 
coming year. L. L. McConachie was elected vice presi- 
dent, Porter West, treasurer, and William G. Boales, sec- 
retary. 
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PACME DETROIT) 


PLUMBERS’ BRASS GOODS 


COMPRESSION 
SILL COCKS 

















No. 
360 





Acme-Detroit Sill Cocks are extremely heavy, 
with full unobstructed waterway, raised seat, 
encased seat washers and perfect finishing. 
They are regularly furnished rough nickel 
plated, but can, if desired, be supplied with 
polished faces and trimmings. 


Number 360 is furnished with Wheel Handle 
which can be detached by removing the screw. 




















Sill Cock No. 361 is of same general construc- 
tion as No. 360, excepting it is furnished with 
a loose key in place of the detachable wheel 
handle. 


Write for our catalog showing complete line | 
and prices. 


WHOLESALERS: 
Write for Acme Detroit 
Catalogue showing the 
complete Acme line. Your 
customers will be pleased 
with Acme products and 
Acme prices. 


Michigam Smnelltimg 
x8 Wwe 


Michigan Smelt- 
ing and Refining 
Co. now operat- 
ing Acme Brass 
and Capitol Brass 
Works Divisions, 
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New Equipment 


A New Strainer for Oil Burners 

Clean oil is of the most importance in the proper opera- 

tion of an oil burner. A small amount of dirt may cause 
| great inconvenience. 

It is for this reason 
| that oil burner manu- 

facturers are partic- 

ular about the devices 

attached to the oil 

burners for straining 

oil. 

Here is shown a 

cut-away view of a 

| strainer of recent de- 
velopment. The little 

| arrows show the di- 
rection of the flow of 

| oil. The oil flows 

' through the inlet 

| pipe, through the 

| strainer and through 
the outlet pipe to the 
burner and so is 
cleaned. 

To clean the 
| strainer the cap is 

taken off in one piece 

with a one-quarter turn. The strainer is then ejected 
by the coil spring below it to a position where it is easily 
removed by the fingers. The replacement and tightening 
| down of the cap re-opens the valve. No oil can reach the 
| strainer until the cap is properly replaced. A copper and 
asbestos gasket between the cap and the body insure 
| tightness while the strainer is in operation. 

According to the manufacturers, this device is not only 
| a strainer, but a shut-off valve and strainer combined. 
| A fine mesh screen is used. If corrosive liquids are to 
| be strained, monel metal screens are supplied. 

The taper bronze shut-off valve is seated on a cast iron 
body. The oil passes through the strainer almost on a 
straight line, thus doing away with excessive friction loss. 
Water is drained off through the quarter-inch plugs on 

| the lower portion of the strainer. 


New Trade Literature 


Unit Heaters for Factories, Mills, Kte. 
Peerless Unit Ventilation Co., Inc., of Long Island City, 
N. Y., is distributing a pamphlet describing its unit heaters 
for factories, mills, garages and other industrial buildings. 
Installations in various garages and factories are shown. 
Suspended and floor type unit heaters are also illustrated. 
and diagrams and engineering data are included. 


Centrifugal Sewage Ejectors 
Bulletin No. A-2300, just issued by Yeomans Brothers 
| Co., of Chicago, describes the company’s Form “A” ejector, 
which is of the non-clogging type and operates without 
the use of any screen devices. The bulletin contains sev- 
eral illustrations and a diagram. 


“*CLIMAX”’ 
AUTOMATIC CELLAR 
SANITARY TEE PLUG DRAINER 


“CLIMAX” 


Remember the name “Cli- 
max;” Whenever you need test 
plugs of quality that is the 
name to order by. They will 
fill your every need efficiently 
and in a way you will be 
proud of and they're moderate 


cost makes them doubly desir- 


able. 


The Climax automatic Cellar 
Drainer Is one of our products 
to be particularly remembered. 
It is an easy way to bigger 
profits and more than satisfied 
customers. It is silent and 
economical in its operation, 
easy to install and positively 
trouble - proof. A postcard 
will bring you full details. 


STRAIGHT | |— 
DOUBLE PLUG 


See pages 1236 and 1237 
of DOMESTIC ENGI- 
NEERING Catalog for 


further particulars. 


WING NUT 
PLUG 


THE C. M. KEM? mre. Co. 


MANUFACTURERS OF 


PLUMBERS SPECIALTIES 


405 415 © OLivER ST 

BALTIMORE. MbD.U.S.A. 
Pacific Coast Agents: 
WM. P. HORN CO. 


Rialto Bldg.. San Francisco, Calif. 
509 Wilcox Blceg., Los Angeles, Calif 
L. C. Smith Blidg., Seattle, Wash. 





Humphryes Manufacturing Co.’s Catalog 
The Humphryes Manufacturing (o., of Mansfield, Ohio, 
has just published its Catalog E1, covering its line of 
enameled sanitary ware and superseding previous catalogs 
| and bulletins. The catalog consists of ninety-seven pages 


SP T printed on highly glazed paper and bound in a handsome 
ECIAL IES brown cover with gold lettering. A separate page with 
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large illustration is given to each article listed. Among 
the subjects covered are bathtubs, lavatories, sinks, closet 
tanks, pedestal drinking fountains and wall fountains. A 
thirty-two page section is devoted to roughing-in dimen- 
sions and diagrams. 

Columbia Radiator Co.’s Catalog 

Columbia Radiator Co., of McKeesport, Pa., has issued 
its Catalog No. 300, listing its boilers for steam, vapor and 
hot water heating systems. Various styles of boilers are 
shown. Information is given as to the basis of ratings of 
the company’s boilers, and on the subject of ordering boiler 
repair parts. 

L. J. Wing Mfg. Co.’s Folder 

A small folder, ‘‘Cutting Coal Bills,’’ has just been 
issued by the L. J. Wing Mfg. Co., of New York City. 
This folder describes how the company’s new blower makes 
available buckwheat coal for domestic heaters having up to 
5 sq. ft. grate area. 

“How to Put Humidity in Your House” 

“How to Put Humidity in Your House’’ is the title of a 
folder recently issued by Zephyr Washed Air Co. of Min- 
neapolis, Minn. The folder contains an article on the sub- 
ject of humidity by Dr. E. P. Lyon. 


Vitreous China in the Modern Bathroom 


The booklet ‘‘Vitreous China in the Modern Bathroom,” 
which was prepared and is being distributed by the Manu- | 
facturers’ Advisory Committee on Vitreous China Plumb- | 


ing Fixtures, 2201 Oliver building, Pittsburgh, Pa., has 
attracted prompt attention from a number of plumbing 


contractors. A copy of this booklet was sent to 10,000 | 


or more master plumbers. 


Josam Manufacturing Co.’s Wall Hanger 
Josam Manufacturing Co., of Cleveland, Ohio, is dis- 











tributing a wall hanger, 22 by 28 inches in size, printed in | 


black and red upon highly glazed paper. The hanger has 
49 illustrations of the company’s, products, as well as a 
list of recommended uses for each type illustrated. 


International Heater Co.’s Direct Mail Campaigns 

The International Heater Co., of Utica, N. Y., has been 
sending out a series of direct mail advertising material, 
and was recently honored by having five of its campaigns 
chosen by the Direct Mail Advertisers’ Association as a 
part of the Direct Mail Leaders’ Exhibit of 1927. In the 
preliminary contest 125 national advertisers participated. 
About thirty pieces of direct mail literature are comprised 
in the five campaigns chosen. 

May Oil Burner Corp.’s Folder 

“Add another room to your home,” is the title of an 
envelope insert being distributed by the May Oil Burner 
Corporation, of Baltimore, Md. The folder points out how 
4 basement room may be easily turned into a den or play- 
toom when the necessity for storing coal is removed. 
“How to have a snug, cosy warmth without furnace or coal 
worries,”’ is the title of a folder also being distributed by 
the May Oil Burner Corporation. 

Royal Brass Faucets and Valves 

The Royal Brass Mfg. Co., of Cleveland, Ohio, has just 
sued a booklet illustrating several of its self-closing fau- 
‘ets and valves. Ball-bearing self-closing lavatory and 
‘ink faucets, cam-action self-closing sink faucets, self-clos- 
ing lavatory valves and drinking water faucets are some 
of the articles illustrated and described. 

“Nothing Moves but the Oil’ 

“Nothing ‘moves but the oil and for only two minutes a 
lay,” ig the caption line on a folder being distributed by 
Reed Air Filter Co., of Louisville, Ky. The company’s au- 
‘matic air filter is shown by a large illustration on which 
the various parts are pointed out. The action of the ven- 
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Service, convenience 
and durability are char- 
acteristics which will 
win goodwill for you 


wherever Common: 
wealth Lavigne Radia- 
tor Valves are installed. 
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COMMONWEALTH BRASS‘CORPORATION - DETROIT 














lilating fan, and of the pump motor which pumps the oil | 


fom the reservoir up to the distributor is described. 























V-LOCK Joint 


Every Built-Well Toilet Seat is 
made with the V-Lock double 
dowel joint that absolutely pre- 





vents spreading and insures much The Built-Well 
greater durability. V-Lock Joint 
. . 
Built-Well Toilet Seats 
Are made of the finest woods, in 
all styles and finishes and find a ar 


ready market wherever shown. Sectional view of 


‘ ‘ joint, turned up- 
Got our catalog? A postal bringsit. || side down to 
show how dowels 
are inserted 


Built Well Mfg. Co.| ss 


| tighter. | 
CHICAGO, ILL. — 








1458 W. KINZIE ST. 
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The EDDY-SINK 


Today’s Greatest 


Kitchen Convenience 


Featuring Two Compartments 
Built Integral—No Dish Pan Needed 


Hamesand 
Apartments take 
on added attrac- 
tiveness and sel- 
ling value. 

Built of best 
grade materials— 


Beautiful porce- 
lain enameled — 


Separatedrain for 
each unit— 


Adjustable ped- 
estal leg— 
Folding wire 
drain basket— 
Moderately 
priced. 





Write today for catalog 
and our liberal discount 


THE D. A. EBINGER SANITARY MFG. CO. 
200 Lucas Street - - Columbus, Ohio 


Manufacturers also of 
“EBCO”’ STEEL PARTITIONS 
“EBCO” DRINKING FOUNTAINS 
“EBCO”’ CIRCULAR WASH SINKS 
*“EBCO” VENTILATED FIXTURES 
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Practical Problems——No. 31 
$3 paid for acceptable ideas 














How to Remove Nipple End from T or L 


ID you ever have a pipe-end, or nipple-end break 
D off in the fitting? This is a common occurrence, 
Then sometimes the journeyman finds it necessary 
to get the nipple end out of the fitting the best way he 
can. He usually cuts through the nipple end with a 
V pointed chisel. Of course, this enables him to get the 
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Solder 
in V 
Groove 
































| Wire 
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nipple end out of the L or T all right, but, he finds that 
he has in the meantime cut a groove in the thread of the 
fitting and so has destroyed its usefulness. 

Of course, this groove must be filled or it will leak. 
The fitting can be made tight against 100 pounds pressure, 
however, says one of our friends from the East, by laying 
a piece of solder wire into the groove, turning it down 
at each end and using a good taper thread on the pipe 
or nipple that is screwed into it. This method is illus- 
trated in the line cut presented here. 
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May 4, 1907 
The Columbus Brass Co., of Columbus, Ohio, has re- 
cently increased its foundry capacity 50 per cent. 
1907 
L. O. Koven & Brother, 50 Cliff street, New York City, 
with a factory in Jersey City, are just finishing the top 
story of their new building, with a frontage on Hope street. 
1907 
The N. O. Nelson Manufacturing Company, of St. Louis, 
Mo., has just secured a three-year lease of a large ware- 
house on Oak street, Oakland, Calif., where it will estab- 
lish a branch of its plumbing supply business. 
1907 
The National Radiator Company, of Johnstown, Pa., has 
decided to enlarge its plant very materially and equip it 
with the most modern machinery. 


1907 
The Committee of Standardization of Plumbing Ma- 


terials, appointed by the National Association of Master 
Plumbers, has issued a circular letter asking members 0 
offer suggestions on the subject of a standard on all 
materials made by different manufacturers and used by 
the plumbing craft. 
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CHICAGO BEATS MILWAUKEE IN RETURN 
BOWLING MATCH 

On April 28, sixty-one Chicagoans took a special train 
to Milwaukee to engage in a bowling match with the Mil- 
waukee master plumbers. For a number of years these 
two cities have annually put on two struggles for bowling 
supremacy, one of which is held in Chicago and the other 
in Milwaukee. The Milwaukee masters came to Chicago 
on March 17, found that the Chicago bowlers were full of 
strikes and spares, and returned to their homes, after a 
fine time, on the short end of the score. With that vic- 
tory to spur them on, the Chicagoans repeated on April 
28, when they played the return match at Milwaukee, and 
can, therefore, claim the 1927 championship. Next year 
similar matches will be held. 

The margin of victory was 36 pins in three games. A 
Milwaukee man, Walter Dusold, president of the Milwau- 
kee association, was the star of the match, bowling a 258 
game and totaling 625 for the three games, but the Chi- 
cago five were a better-balanced team. Although Milwau- 
kee won two games out of the three, they garnered, as a 
total, 2,571 pins, while Chicago ended up with 2,607. 
The following scores tell the story: 


Chicago Team Milwaukee Team 
P. Larsen ....159 198 168 W. Dusold ....180 187 258 
W. Wagner....175 162 217 A, A. Hoffman.194 143 169 


E. Wagner ....134 173 166 C. Pelunek ...107 128 145 
P. Jacoby ..... 139 181 162 A. Backes ....193 158 171 
O. Herrmann ..213 150 210 G. Wussow ...177 147 214 
820 864 923 851 763 957 

Total—2,607. Total—2,571. 


While the above two teams were fighting it out for the 
honor of their respective cities, the other fifty-six Chicago 
men, with as many other Milwaukeeans, were indulging 
in friendly rivalry on other alleys. To make it interest- 
ing, prizes were put up for the four high men on each 
alley. Milwaukee master plumbers were hosts, and, with 
Walter Tesch as chairman of the entertainment commit- 
tee, showed the visitors an excellent time. 


After the bowling match was over, a banquet was 
served in the Elks’ Club, which was also the scene of the 
bowling. At the banquet, many prominent Milwaukee 
association members and visitors from Chicago were called 
on. F. C. Kuetemeyer, president of the Wisconsin Master 
Plumbers’ Association, presided. He asked for a few 
words from Walter Dusold, president of the Milwaukee 
association; from Jos. W. Cannon, president of the Plumb- 
ing Contractors’ Association of Chicago; from Ed. Grass- 
ler, prominent Milwaukeean; from E. Henoch, Milwau- 
kee; from Wm. G. Hildeman, past president of Illinois 
Master Plumbers’ Association; from E. J. Benning, secre- 
tary of the Chicago bowling league and former official 


‘of Chicago and Illinois organizations; from Jacob Schuh, 


Milwaukee; and from Elmer J. Sanger, president of the 
North and Northwest Master Plumbers’ Pleasure Club of 
Chicago, the club which supplied the victorious bowlers. 

Wm. J. Lang, Chicago, director of the National Asso- 
ciation of Master Plumbers, was present and told of the 
plans for the coming national convention, which he is man- 
aging. He urged everyone to attend, calling the conven- 
tion the “crisis of the National Association,” because of 
the many important problems of the industry which will 
be discussed and acted upon at Minneapolis. Entertain- 
Ihent which is planned for the convention is most lavish 
and should draw the largest crowd in the history of the 
association, according to Mr. Lang. 

Mr. Kuetemeyer summed up the attitude of all when 
he said that such meetings meant closer, more friendly 
feeling between the neighboring cities, and would result in 
greater business and social co-operation in the future. He 
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The name that means 
the Portable Electric 
Basement Drainer 
of finest brass parts. 








Write us for details. 


Stark Pump Company 


17128 Mt. Elliott Ave., Detroit, Mich. 


sng o: 642 Sadie Blvd. 
ork: 242 Setepette Ave. 
Philadelphia: Bourse Bldg. 
Canada: 25 River St., Toronto, Ont. 


FLOOR 


W/ite4 


CELLING 
PLATES 


Look for this Box and. Label 


whee ™> Order thru Your 
| Wholesaler 


THE 
BEATON &CORBIN 
MFG.,CO. 
Southington, Conn. 


























What is the TRUTH about 
SUMP PUMP PROFITS? 


Complaints, dissatisfaction and 
servicing, cost money, Costs 
YOU money—because you have 
to stand the gaff. Avoid them. 
Install TABER MIDGET 
SUMP PUMPS and KEEP 
your profits in your own pocket. 
Investigate thru your jobber, or 


Write for Bulletin MJ 427 NOW! 


TABER 


Midget SUMP PUMP 


TABER PUMP CO., BUFFALO., N. Y. N.Y. Office Tel. Lexington 8945 


AUTOMATIC 
FLOAT SwiTcH 
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WATER SOFTENER 


AINBOW Household Water Softeners are 

engineered to render years of care-free serv- 

ice, not merely assembled to sell. To the plumber 

or jobber who wants to build profits plus good-will, 

Rainbow offers many opportunities. Ful informa: 
tion sent on request. 


ZEOLITE ENGINEERING CO. 
4642-44 Ravenswood Ave. Chicago, Ill, 
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One man and the WILLIE 
can do the work of four men: 
“My boys now do the cutting. 

Our WILLIE WILLIAMS soon 


paid for itself in labor saved.”’ 
Sol. Burchut §§ Son of Boyne City, Mich., 
sent in this WILLIE WILLIAMS report; 


—any WILLIE WILLIAMS owner 
can say the same! 








Here’s why: The WILLIE 
WILLIAMS 1s a real machine 
tool. It does the strenuous 
pipe threading that was once 
considered exhausting— 
and leaves the men 
fresh, ready and able 
to do the work that a 
machine can’t do 
cheaper. 

And the WILLIE is 
much faster than other 


pipe threading methods. 


It stands the pace — 
having the necessary 
weight and solidity, com- 
bined with portability. It “moves around only when 


you want to move “Ni? 


Can you get four men’s work on 
pipe threading from one man? 


You can with a WILLIE WILLIAMs — as you will agree 
with us after you have read the Witte WILLiaMs 
booklet. 

Plumbers and steamfitters all over the country are 
saving time and boosting production with WILLIEs. 


Get acquainted with this machine —and with the 
eficient, well organized plant behind it. Tear off 
the coupon and mail. 


WILLIE 4 WiLIaAMs 


PORTABLE POWER PIPE MACHINE 


FREE OFFER COUPON 
Here’s your “three times quicker” coupon. I want 
to cut my pipe threading costs. Please tell me how. 


Name 


ADdress .. 
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then asked Mr. Tesch to award prizes. The lucky winners 
were Messrs. Dusold, Wussow, Kreuser, Wiedoff, Graak, 
Brah, Heffling, Klein, Kempler, Dworsneck, Bauerle and 
Dereszynski, all of Milwaukee; and Messrs. Herrmann, W. 
Wagner, Larsen, Hudon, Savodil, Herse, Skibbe, Impey, 
and Herda, from Chicago. ‘Charles Pelunek, of Milwau- 


kee, won the leather medal. 


MARYLAND ASSOCIATIONS HOLD MEMBERSHIP 
DRIVE 
Excellent results are being achieved in the combined 
membership drive of the Maryland Association ot Master 
Plumbers and the Master Plumbers of Baltimore City, 
Inc. The former association, which is headed by Francis 


| Dorsey, appointed a committee consisting of W. Frederick 


Groscup, John W. Monosmith, Thomas J. Thaler, Leo C. 
Steinmetz and James Gessler, while the other body nomi- 


nated Max Kloze, Isaac Roll, Isaac Levy, Joseph Horowitz 


and H. Monroe. The men have gotten out cards to be 


| put up in supply houses, the board of health, manufac- 


| 


turers’ offices and other places where masters are likely 
to congregate, urging them to join an association. The 
chief health inspector of Baltimore is attending some of 
the meetings, and members hope to better conditions gen- 
erally. 


NEW JERSEY EXECUTIVE BOARD PLANS 
CONVENTION 

The State Executive Board of the New Jersey Master 
Plumbers’ Associations met at Trenton, N. J., Tuesday, 
April 26, to perfect plans for the state convention to be 
held in Newark, May 17 and 18. 

State President Walter A. Grub, First Vice-President 
James E. Desmond, Second Vice-President William H. 
Chesnut, Third Vice-President George Hornketh, Jr., Sec- 
retary Andrew A. Taaffe, Treasurer George H. Werner, 
and Trustees Alfred J. Hoffmann, William J. Wilson, and 
Joseph A. Sprouls attended the meeting. It was regret- 
fully announced that Third Vice-President George Horn- 
keth, Jr., and Fourth Vice-President Lionel C. Simpson 
were withdrawing from the board, due to their retiring 
from the plumbing business. 


CENTRAL WESTERN CREDIT MEN VISIT LINCOLN, 
NEB. 

The Central Western Credit Association, Minneapolis, 
Minn., sent a delegation to the April 18 meeting of the 
Lincoln, Neb., Association of Credit Men in that city. 
There were 55 credit men present from Lincoln, repre- 


| senting wholesalers in every branch of business. The 


Central Western men spoke on the ‘‘Four C’s of Credit,” 
and told what the plumbing and heating industry was 
doing to improve credit and trade conditions generally, 
as well as giving a talk on the industry in general. The 
meeting was arranged by J. S. Tupper of the Cornell Sup- 
ply Co., Lincoln, Neb. D. R. Thomas, secretary and attor- 


; ney of the Central Western Credit Association, was one 
| of the visiting speakers of the occasion. 


COLORADO ASSOCIATION PROCURES ADDITIONAL 
SPEAKERS FOR ANNUAL CONVENTION 
Further plans for the annual convention of the Colorado 


| state association convention to be held in Denver, May 1° 


and 11, have recently been announced. Arrangements 
have been made with F. D. Zimmerman, advertising man- 
ager of the Continental Oil Co., Dr. S. R. McKelvey of the 


| Colorado State Board of Health and Charles M. Rood, 
| manager of the Retail Credit Men’s Association, for short 


talks at the meetings. 
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THE APRIL MEETING OF THE NEW YORK CHAPTER, 
A. 8. H. V. E. 

The last business meeting of the current administration 
of the New York chapter, American Society of Heating 
and Ventilating Engineers, was held Monday evening, 
April 18, the guest of honor being the national president 
of the society, Dean F. Paul Anderson of Lexington, Ky. 

A feature which preceded the meeting was a trip 
through the Federal Reserve Bank of New York, 36 mem- 
bers of the chapter making the inspection tour under the 
guidance of bank officials. The thing that proved most 
impressive to most of the men was a room in which was 
stored some seventy millions of dollars worth of gold 
bullion. After the trip, the members adjourned to the 
Building Trades Club, 34 West 35rd street, for dinner. 

The result of the balloting for new officers, announced 
by the tellers, showed R. A. Wolff, president of Wolff & 
Munier, Inc., had been unanimously elected president to 
succeed R. H. Carpenter, of the Nash Engineering Co. Mr. 
Wolft’s former office of vice president was filled by H. B. 
Hedges, of the York Heating & Ventilating Corporation. 
F. E. W. Beebe, Johnson Service (o., was re-elected treas- 
urer, and Edward B. Johnson, of the American Radiator 
Co., was returned to his old office of secretary. The new 
board of governors is made up of Retiring President Car- 
penter, Alfred Engle of Jenkins Bros., and E. J. Ritchie of 
the Sarco Co. 

Following the election and a brief talk by the president- 
elect, Secretary Johnson’s report of an increase of 41 
members was heard, this report showing that the chapter 
now has 249 members and one application on file. The 
treasurer’s report also showed a gain, it being voted to 
spend some of the money at the annual frolic to be held 
the third Monday evening in May, with Mr. Engle in 
charge. 

Dean Anderson reported a great growth in society 
membership, with a gain of 130 members in the past six 
weeks. He told of the work being done by the research 
committees and at the laboratory in Pittsburgh, and an- 
nounced a recent addition of $6,000 to the research fund, 
a gift from manufacturers. The national president also 
told of his attendance at the convention of the American 
Oil Burner Association, touched on boiler ratings, and 
spoke of plans for the summer meeting of the society. 
Members were then treated to an example of his phil- 
osophy, the dean reading an article he had prepared, 
entitled “Human Values.” 

In a discussion that followed his talk, the body voted 
to suggest to the council of the society that the New York 
chapter favors elimination of chapter dues, the vote fol- 
lowing talks that emphasized the fact that present dues 
may operate to keep the younger men out of the society. 





PORTLAND PLUMBING FIRM REORGANIZED 

The plumbing and heating firm of Rushlight, Hastorf 
& Lord, Inec., Portland, Ore., has recently undergone re- 
organization. A. G. Rushlight has withdrawn from the 
corporation and is now located in new quarters at 381 
East Morrison street. The business there is now being 
Operated as the A. G. Rushlight & Co. Associated with 
the Rushlight company is Willard Rushlight, a son, and 
0. J. Charais, formerly with the old firm. Mr. Charais 
is a sprinkling engineer. 

H. C. Hastorf has purchased the interest of Percy 
Lord, and will continue to operate the plumbing and 
heating business at the same address, 371 Hawthorne 
avenue, Mr. Lord still remains with the Hastorf company. 

Mr. Rushlight has been in business in Portland for 
the past thirty-five years. Besides being a leader in the 
industry he has had a large and prominent part in civic 
affairs, having been at one time mayor of Portland. 
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“In Cleveland, Miss Dickson, 














address me at % 
The Hollenden. 
| ve made The Hol- 
lcnden Hotel my j 
home when in "a 
Cleveland for over z 
twenty yesrs and 
the service and ac 
commodations to 
day are the finest 
they have ever 
ben. The food is 
excellent and ther, 
is a spl ndid Coffee 
Shop with counter 
and table service at 
pcpular prices. The 
rooms are large and 
comfortable end the rates are reasonable. They're a 
very hospitable crowd of folks at The Holl nden and | 
always feel very much at home while | am there.’ 
The new Hollenden Addition with 250 more rooms 
all with bath and a 300-Car Fireproof Garage makes 
Cleveland's Greatest Hotel, Cleveland's Largest 
Hotel as well. ros0 Rooms - soso Baths 
9 
MN Clevelana~lt s 
THEO. DE Wir, MANAGER 
Superior Avenue at East Sixth Street ie 
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Your Reputation 
and Koven Products 


To maintain trade you give to your customers the 
best of everything—service, good workmanship and = 
most important, superior products. \ ‘ a. 

Guarantee your sestetine by installing Koven 

oducts on every job that calls for sturdy, permanent 
cad serviceable pf ws and drains. 

The Scullery Sink illustrated below is made in Ff 
four stock sizes of No. 12 gauge steel, galvanized > Fy 
after fabrication. Special sizes made to order with or 
without drainboards or partitions. Write for catalog. 


L. O. KOVEN and BROTHER, Inc. 
154 Ogden Avenue, Jersey City, N. J. 


New York City Warerooms 
50 Cliff Street 
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Convention Dates 


May 9 and 10, 1927.—The annual convention of the Master 
Plumbers’ Association of Connecticut, at Bridgeport. 

May 9 and 10, 1927.—The annual convention of the North 
Carolina Association of Plumbing and Heating Contractors, 
at Asheville, N. C., with headquarters at the Battery Park 
Hotel. 

May 9, 10 and 11, 1927.—Annual convention of the Kentucky 
State Association of Master Plumbers and Sanitary Engineers, 
at Newport, Ky. 

May 10 and 11, 1927.—The annual convention of the Colo- 
rado Society of Sanitary and Heating Engineers, at the Cos- 
mopolitan Hotel, Denver, Colo. 

May 10, 11 and 12, 1927.—The annual meeting of the Na- 
tional Pipe and Supplies Association, at Pittsburgh, Pa. 

May 16 and 17, 1927.—The annual convention of the Ten- 
nessee Association of Master Plumbers, at Nashville. 


May 17, 1927.—Annual convention of the Women’s Auxiliary 
of the New Jersey State Association of Master Plumbers at the 
Elks’ Club, Newark, N. J. 

May 17 and 18, 1927.—Annual convention of the New Jersey 
State Association of Master Plumbers at the Elks Club, 
Newark, 

May 17 and 18, 1927.—The annual convention of the Penn. 
sylvania State Association of Master Plumbers, at Harris- 
burg, Pa., with headquarters at the Penn Harris Hotel. 

May 17-20, 1927.—The eighteenth annual convention of the 
National District Heating Association at West Baden Springs, 
Ind. 

May 20 and 21, 1927.—The annual convention of the Oregon 
State Association of Master Plumbers, at Salem, Ore. 

May 23 and 24, 1927.—-The annual convention of the Alabama 
State Association of Master Plumbers, at Birmingham, Ala. 

May 26, 27 and 28, 1927.—Second annual convention of the 
National Association of Plumbing and Heating Salesmen, at 
the Robert Treat Hotel, Newark, N. J. 

May 27 and 28, 1927.—Annual convention of the Association 
of Master Plumbers of the State of Washington, at the Daven- 
port Hotel, Spokane, Wash. 
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June 1, 2, 3 and 4, 1927.—Thirty-eighth annual convention 
of the Heating and Piping Contractors National Association, 
at West Baden, Ind., with headquarters at the West Baden 
Springs Hotel. 

June 2, 3 and 4, 1927._-The annual convention of the Vir- 
ginia State Association of Master Plumbers, at the Hotel 
Cavalier, Virginia Beach, Va., with the Master Plumbers’ 
Association of Norfolk, Va., as host. 

June 6, 7 and 8, 1927.—Twenty-sixth annual convention of 
the State Association of Master Plumbers of California, at 
Yosemite National Park, with headquarters at Camp Curry. 

June 6 to 11, 1927.—The national convention of the Ameri- 
can Water Works Association in Chicago, with headquarters 
at the Hotel Sherman. 

June 8, 9 and 10, 1927.—The annual convention of the Utah 
State Association of Sanitary and Heating Engineers, at Salt 
Lake City, Utah. 

June 21, 22 and 23, 1927.—The forty-fifth annual convention 
of the National Association of Master Plumbers, in Minne- 
apolis, Minn., with headquarters at Hotel Radisson. 

June 21-24, 1927.—The ninth annual convention of the 
Women’s Auxiliary to the National Association of Master 
Plumbers, at Minneapolis, Minn., with headquarters at the 
Radisson Hotel. 

June 28, 29 and 30, 1927.—The semi-annual meeting of the 
American Society of Heating and Ventilating Engineers, at 
White Sulphur Springs, W. Va. 

August 9, 10 and 11, 1927.—The annual meeting of the Amer- 
ican Society of Sanitary Engineering, at Jacksonville, Fla. 


Other Trade Events 
May 25, 1927.—Meet of the Delaware Valley Trade Golf As- 
soviation at the Indian Spring Golf Club, near Washington, 
D. C. 
June 17, 1927.—Dual meet between the Delaware Valley 


Trade Golf Association and the Metropolitan Trade Golf 
Association, at the Pine Valley Golf Club, Clementon, N. J. 

September 28, 1927.—Tentative date of meeting of Advisory 
Committee on Vitreous China Plumbing Fixtures, Department 
of Commerce building, Washington, D. C. 








A Geared Size 





THERE IS A DIFFERENCE 


SURELY ENOUGH BETWEEN 


TURNING BACK AND NOT TURNING BACK 


That is after the real work of cutting is done—in threading pipe with a die stock. 





WRITE! 


The HART MFG. CO., 2316 E. 20th St., Cleveland, O. 











In one case you have to take the time to 
reverse just as far as you ran on. Maybe 
you have noticed what this means, partic- 
ularly when working on pipe over 2 
inches with a geared tool. 


In the case where— you don’t turn 
back with an “easy-cutting” 


“BUCKEYE” 
Die Stock 


the dies open automatically when cut is 
finished, and the tool is taken right off. 
No danger of jamming either, when 
driven by power! 
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WITH MASTER PLUMBERS AND HEATING CONTRACTORS 











MORE TRIPS PLANNED FOR MINNEAPOLIS early reservations be made through President C. F. Peck, 
CONVENTION xreenfield, Mass.; Secretary H. R. Riley, Northampton, 
Present indications point to the fact that the forty-fifth Mass.; Treasurer J. Preston Perham, West Roxbury, 
annual convention of the National Association of Master Mass.; or the J. M. Shea Tourist Co., under whose man- 
Plumbers to be held in Minneapolis, Minn., June 21, 22 @gement the tour is to be conducted. 
and 23, will be one of the largest and also one of the most The delegation from Chicago and Milwaukee, Wis., is 
interesting ever held by the association. Itineraries from 80 arranging a special train to leave Chicago Sunday, 
several of the associations which are planning trips to June 19. 
Minneapolis have been published, and the Illinois, Wis- The train will consist of coaches, parlor cars, standard 
consin and Massachusetts associations have announced 4rawing room Pullmans, club car and diner. Delegates 
their traveling plans recently. At the meeting, resolutions {Tom all points traveling through Chicago are invited to 
reflecting changes in the business will be discussed. One Join the Chicago Milwaukee party. A reduced fare for 


evidence of the above is a resolution being backed by the People attending the convention will be in effect, and 
Virginia state association. reservations can be made through Peter M. Munn, secre- 


John J. Shanahan, former president of the Virginia tary of the-Chicago delegation, at 111 North Dearborn 
State Association of Master Plumbers and a member of ‘treet, Chicago. After the convention, a group of Chicago 
the National conference committee, presented a resolution ®24 Milwaukee master plumbers and their parties are 
at the last meeting of the state board of directors, which planning to take a special master plumbers trip to Yellow- 
they passed. The resolution proposed that a financial stone Park and other points of interest in the West. 


prize of sufficient size to stimulate a country wide interest 
be offered to the one who thought up the best slogan and PLAN FOR SECOND YEAR OF HEATING RESEARCH 





sign for the National association. A copy of the resolu- AT THE UNIVERSITY OF ILLINOIS 

tion has been sent to every state association, and it will Officers and members of the Illinois Master Plumbers’ 
be brought up for discussion by the National association Association, manufacturers of plumbing and _ heating 

at Minneapolis. , goods, representatives of the University of Illinois, mem- 


Announcement has just been made of the tour arrange- bers of the Chicago Master Steamfitters’ Association and 
ments that have been completed by the Massachusetts others, about fifty in all, gathered at Chicago on Tuesday 
Association of Master Plumbers for the trip. Anyone con- evening, April 26, to consider plans for the financing and 
nected with the industry in any part of New England is for the program of the second year’s heating research to 
invited to join the excursion and take advantage of the be conducted at the Engineering Experiment Station at 
low rates, which include transportation, hotel accommo- University of Illinois, and to learn what had been done 














dations, etc. There are two trips to choose from, one by during the past year. 
rail and the other by rail and water. It is urged that The idea of having research:conducted at that institu- 
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Photo of members and guests in attendance at the reception and dinner given by the Greater New York Association of 
Master Plumbers to the New York State Association at the Hotel McAlpin in that city, in connection with the recent annual 
convention 
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tion started with the Illinois Master Plumbers’ Associa- 
tion. That organization, the National Association of 
Boiler and Radiator Manufacturers and others have con 


tributed to the fund to support this work. More money 


is needed for the coming year. 
research is of 


agreed that this 


great importance, not only to those who paid money into 


It was unanimously 
the first year’s fund, but also to every firm and individual 
connected in any way with the heating industry. Because 
of its importance, many of those present urged that every- 
one, who could do so, should contribute to the fund. 
There is probably nothing of greater importance to the 
the heating 
know 
vices work under all conditions. 
numerous devices recently introduced to the heating trade 
them do not produce results 
that are claimed for them, When a heating device pro- 
duces effects that are expected of it, the 
faction to the owner and greater sales for the contractor 
said C. D. the 
Money is this 


heating contractor and to manufacturer of 


goods than to be able to exactly how heating de- 


Many of the results of 


are very obscure. Some of 


result is satis- 


and manufacturer, Brownell, chairman of 


research committee. needed to carry on 
work. 
merely a 


and 


not 
Association 


that this is project of 
Plumbers’ the Na- 
Boiler and Radiator Manufacturers, 
of these organizations to become 


It was explained 
the Illinois Master 
tional 


and it is not 
identified with this research program, but it is a matter of 


Association of 


the object 


such importance that everyone interested in heating 
should have some part in its advancement, no matter to 
what organization he may belong. A rising vote of 


thanks was tendered to the research committee and par- 
ticularly to C. D. Brownell, the chairman of the commit- 
tee, for his indefatigable work of the past year. 

The University of Illinois was represented by Professor 
A. C. Willard, the Sta- 
tion, M. K. Fahnestuck, who personally is conducting the 
tests outlined by the 
A. P. Kratz, who is 
Harris, president, and (. A. 
Master Plumbers’ 
search work be carried out as planned. 
Willard number of 


head of Engineering Experiment 


committee, and Professor 
interested in this work. C. D. 
Jolton, secretary, of the IIli- 
that 


research 


also 


nois Association, urged the re- 


Professor showed a stereopticon 


is being 


slides, explaining the kind of research work that 
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research 
University 


done. The results of the will not be released 
until they are published as a bulletin. This 
will be done two or three months hence and will form a 
valuable addition to the present knowledge of heating. 

The asked for to cover expenditures for the 
year, April 1, 1927, to April 1, 1928, is $6,000. During 
the meeting subscription slips were provided for 
who wanted to make a contribution to the fund. A copy 
of this slip is printed below: 

“Realizing the great number of intricate problems en- 
countered in the installation of steam, vapor and _ hot 
water heating, and recognizing the importance of their 
correct solution to assure adequate progress in this in- 
dustry, the undersigned herewith makes application for 
co-operating with the University of 
such research work as will 
these 


amount 


those 


opportunity of 
conducting 
data and facts relative to 


the 
Illinois in 
lish fundamental 
lems, and agrees 

“First, to give this project active support by submit- 
ting problems or experiences for study, and experiment 

“Second, to subscribe for the purpose of employing com- 
petent research engineers under the direct supervision of 
the Engineering Experiment Station of the University of 
Illinois, the sum of Dollars each 
for the period of three years, 
payable quarterly in advance. 


estab- 
prob- 


year 
1926 


beginning April 1, 


RICHMOND ASSOCIATION HEARS TALK ON 
FINANCE 

Jesse F. Wood, vice president of the State Planters 
Bank of Richmond, was the chief speaker of the evening 
at the educational meeting of the Master Plumbers and 
Heating Association of Richmond, Virginia, Inc., held 
Monday evening, April 25, taking as his subject, ‘“Finane- 
ing Your Business.’’ 

Officers of the Richmond association reported the mem- 
bership campaign is going over well. Members have been 
divided into teams, headed by captains, for the drive, and 
there is keen rivalry between the various bodies. 

In attendance at the evening meeting were the board of 
directors of the state association, as well as a delegation 
of presidents of local associations. They had met at the 
Chamber of Commerce at noon, spent the afternoon in 
conference, and then adjourned to attend the meeting. 

















Presidents of the 





Top picture: 


Ohio Master Plum bers’ 





Association, taken at a recent dinner ten- 


dered by the Dayton association to Frank C. Clemens of Dayton, newly elected president of the 
state association: J. J. Riley of Dayton, Charles Ridenour of Springfield, William Haas of Dayton, 


A. C. 


William 


Fischer of Columbus, John J. 


McDonald, Mayor of the City of Dayton, an 
Vogelpohl 
Bottom picture: The master plumbers, their wives and guests at the banquet 


honorary guest, Frank C. Clemens of Dayton, 
of Cincinnati and Ed. Frank of Cincinnati.— 
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Left to right: Gainey Shaw of Flint; Charles Fischer of 
Grand Rapids; Benjamin Schuraytz of Detroit; Arthur Daniel 
of the Murray W. Sales & Co., Detroit.—Photos taken at the 
recent convention of the Michigan State Association of 





Plambing and Heating Dealers, held in Flint, Mich. 


SOUTHERN CALIFORNIA OFFICERS MEET 

The first quarterly conference of presidents and secre- 
taries of master plumbers’ associations of Southern Cali- 
fornia was held at Master Plumbers’ Hall, 
Calif., Saturday, April 16. The first part of the report 
of the meeting was published in ‘‘Domestic Engineering”’ 
last week. The following is a continuation of that report: 

P. R. Beeman, president of the San Gabriel Valley asso- 
ciation, said that since the formation of the association in 
that territory there had been a notable improvement in 
competitive conditions. One thing his association was 
trying to bring about, he stated, was an education of its 


Los Angeles, 
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| Their quality has made them so: 


‘Always Reliable” 
Torches and Furnaces 


One of the leading lines on the 
market today. 


Each torch and furnace is 
fully duarantecd. 

No. 57 Qt. No. 58 Pt. | 

Most jobbers stock. Others will order. 


OTTO BERNZ CO. INC. Newark, N. J. 


Stocks in Newark, N. J., New York City, Chicago 
and San Francisco 


Offices in Newark, N. J., New York City, Chicago, Fort Worth, Denver, Helena, Mont., 
San Francisco, Los Angeles, Scattle and St. Thomas, Ontario. | 











members along salesmanship lines in order that they might 
employ a higher grade of salesmanship in disposing of 
their merchandise. One means adopted to bring this 
matter to the attention of the members is a plan for a 
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salesmanship contest in which a prize would be offered 
for the best letter on salesmanship. 

R. I. Walters, president of the Bakersfield association, 
announced that his association in a comparatively short 
time had come up from almost a void to practically a full 
complement of members. In connection with other master 
plumbers in that section of the state, they were reported | 
to be taking a great interest in the San Joaquin Valley 
association, and all together they were working to build 
up the plumbing industry to a point where it would benefit 
every plumber in the entire territory. A meeting of all of 
the plumbers from Bakersfield to Modesto, Mr. Walters 
said, will be held at Bakersfield on May 7, beginning at 
2:30 p. m., to be followed by a dinner and a dance during 
the evening. He expected at least fifty of the San Joaquin 
plumbers to be present. 

Mr. Walters outlined a number of constructive things 
which his association is trying to do, among them being: 
The installation of a card index system of credit informa- 
tion; the establishment of cost on a single unit basis to 
the end that the small plumber with a limited buying 
capacity shall not be placed at a disadvantage when com- 
peting with the larger plumber with a higher buying ca- 
pacity, figuring to cover a 20 per cent overhead plus a 
reasonable profit; to try to educate the public to talk 








{ Stop pipe thread leaks 
with SMOOTH-ON No. 1 in a 


SMOOTH-ON CLAMP 


Sizes for 1-in. to 12-in. pipe. 











UICK, easy, cheap 

Holds for the life of 
the line—any pressure, any 
temperature, iron, brass, or 2 
copper pipe. Get Smooth-On Clamps and Smooth On 
No. 1 from neagest supply house or from us. 





Write for the free Smooth-On Handbuok. 


SMOOTH-ON MFG. CO. 


mage 12, 574 Communipaw Ave., Jersey City, N. J. 














Plumbing with the plumber direct, thus eliminating the 
general contractor from the plumbing business. 
Ira E. Gould, president of the Glendale association, ex- 
Plained that his association was trying to inculcate a 
higher code of ethics among the members of the organiza- 
tion, with the result that now several master plumbers 
outside are asking to join. Once every month the Glen- 
dale association has a dinner meeting and a banquet is 
held quarterly at which the members’ wives are enter- 
tained. Thus the association is relying upon the social 
Contacts of its members to stabilize its code of ethics. | 
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Mr. Gould said that the matter of membership in an 
association should be emphasized. Salesmanship was a 
powerful factor in putting a plumbing business across suc- 
cessfully, and where it was necessary to compete on a 
price basis it would be better for the association member 
to let the job alone, he declared. 
j Lawrence Stuffler, president of the Los Angeles Mer- 
' chant Plumbers’ Association, reported that the Los An- 
geles association was growing in membership and is con- 
sidering the advisability of installing an executive man- 
ager. Beginning with the first Friday in May, another 
class in selling, installing and servicing gas heaters would 
be begun, he announced. Last year the association con- 
ducted such a series of classes, thirteen in number, with 
an average attendance of 150 master plumbers, journey- 
men and others. A card of competency was issued to every 
man who had attended eleven of the series and much 
good had resulted, he added. The classes this year will 
be conducted along the same lines as were those of a 
year ago. 

Erling Rhode, president of the San Diego local, stated 
his association would follow the lead of the Los Angeles 
association in inaugurating a series of classes on installing 
gas heaters, but would supplement that with further in- 
structive addresses from competent men on plumbing sub- 
jects in general. In San Diego, he said, a code of rules for 
admission to the plumbing business is in force to the effect 
that if a man on the first attempt failed to pass the neces- 
sary examination he must wait 60 days before attempting 
again, and if he should fail the second time his applica- 
tion was deferred for six months. This rule tended to 
keep the business clear of incompetent men, Mr. Rhode 
declared. 

Reports from the secretaries of the various associations 
followed, but for the most part these were confirmatory of 
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Top picture: G. A. Teeling of the Sturtevant Co., Inc.; R. A. 
Baxter of the Utica Heater Co.; Richard Hankin of New York 
City; Peter Miller of Saranac Lake; Charles A. Miller of the 
H. B. Smith Co.; 0. F. Hawn of the H. B. Smith Co.; John 
Mosner of Syracuse.—Bottom picture: William Stearns, vice 
president of the Landon Radiator Co., North Tonawanda; W, 
T. Leonard, eastern sales manager of the Columbia Radiator 
Co.; B. Joseph O’Donnell of the National Trade Extension 
Bureau.—Photos taken at the annual convention of the Heat- 
ing and Piping Contractors New York State Association, held 
recently at Syracuse, N. Y. 


what the presidents had reported. In effect, these reports 
went into detail of plans for constructive work and re- 
vealed what each individual association was trying to do 
and what it hoped to attain. 

Chairman Hutton reported to the conference that during 
the last few weeks over 100 new members had been added 
to the Insurance Mutual Benefit Fund, and that now 288 
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members were entitled to participate in the benefits of 
this fund. 

Mr. Hutton advocated the committee plan of organiza- 
tion in the conduct of any association, large or small. He 
said that giving men something to do for the good of the 
association was the best way to hold their interest. As an 
instance, he cited the committees of the Los Angeles asso- 
ciation, where the committees were composed of fifty-four 
individual members of the organization, and said further 
that each committee met regularly, usually with a full 
attendance of the membership. 

Cc. M. Swinnerton advanced the opinion that the state 
association needed a trades relations committee, and he 
pledged himself to bring the matter up before the Yo- 
semite convention with a recommendation that such a 
committee be appointed. 

Just before the adjournment of the conference, Chair- 
man Hutton announced that State Secretary Bruce Clark 
had a few words to say to the assembled officials. Secre- 
tary Clark began by saying that during the conference a 
number of ideas had been presented which were worthy 
the consideration of the plumbing industry. He also said 
that what most organizations lacked was a definite ob- 
jective—they did not know where they were going, neither 
did they have the necessary machinery for doing what 
they wanted to do. As a partial solution to this latter 
lack, he suggested the adoption of the committee plan 
suggested by Mr. Hutton. He also suggested the value of 
social relationships between associations and advised vis- 
iting among the locals. Lastly, he left this thought with 
the men to whom he was talking: ‘‘Contacts, not business, 
make for success.” 

He explained this by saying: that the master plumber 
should make all of the business and social contacts he 
could, outside his own business, because the more active 
and the better citizen he was, the better his chances 
would be for attaining success in his chosen business. 

Chairman Hutton announced that the next conference 
of presidents and secretaries would be held June 9, at 
Yosemite Park. 





OREGON ASSOCIATION PREPARES FOR 
CONVENTION 

A constructive discussion of trade relations will be one 
of the salient themes of the twenty-seventh annual con- 
vention of the Oregon Master Plumbers’ Association, which 
will be held in Salem, May 21 and 22. 

President C. J. Kelly of Portland has given his entire 
year’s time and effort toward advancement of association 
work, and one of his chief ideals has been to achieve a 
balanced adjustment of such trade problems as have arisen 
in the Oregon association contacts. Samuel Murhard, who 
heads the committee on trade relations, has been loyally 
active with the president in this line of effort. 

Another topic of great interest will be further plans 
for securing legislation favorable to the industry and 
beneficial to the public in a sanitary way. A. G. Rush- 
light of Portland, representative in the Oregon legislature, 
will have a prominent part in these discussions. 

It is expected that the National Trade Extension Bu- 
reau’s representative will have advisory suggestions to 
offer that will be of great help in all discussions, as well 
as in his individual addresses. The executive committee 
Will hold its annual meeting Thursday, May 19, in the 
evening preceding the opening of the convention proper. 

The Friday sessions will be taken up with the appoint- 
ment of regular committees in the forenoon, an address 
by the mayor of Salem, with appropriate response by a 
member of the association, followed by President Kelly’s 
annual address. 

J. H. Upton and Frank J. Lonergan, Oregon attorneys, 
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A gocd helper is worth a lot to 
the man on the job. But who’s 
to help the helper? If he hasn’t 
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with he won’t be so much of an 
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make up tight the first time. If 
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who are definitely informed on plumbing legislative mat- 
ters, will appear on the program to advise and suggest the 
best methods of handling future measures. 

H. T. Sherriff, executive secretary of the Oregon Master 
Plumbers’ Association, will give his report and will also 
take part in discussion of subjects of vital interest to the 
association. Further program plans are being worked out, 
and will be satisfactorily completed, ready for a splendid 
convention session. 

E. O. Pratt, president of the Salem Master Plumbers’ 
Association, which organization will be hosts to the con- 
vention delegates, has appointed the following commit- 
tees: T. M. Barr, chairman of the social committee, with 


J. A. Bernardi, Joseph and John Graber and A. C. Nelson 
as the other members; J. B. Nathman, chairman of the 


| entertainment committee, Milo Rasmussen, A. L. Godfrey, 


Elmer Ling and D. F. Dougherty serving with him. All 
of them will assist Mr. Pratt. 

Noon luncheons will be held both Friday and Saturday, 
and it is expected that these may be in the nature of gen- 
eral affairs either meeting with the Rotary Club, the 
Chamber of Commerce or some other civic organization 


| where the Trade Extension Bureau’s representative will 


ee a 


TT la 


have an opportunity to address a representative body of 
men on plumbing needs and what the master plumbers’ 
associations and the bureau are accomplishing in behalf of 
public welfare. 

The annual business session and election of officers of 
the Oregon Master Plumbers’ Association will take place 
on Saturday afternoon. This will include a wind-up of all 
business and installation of new officials. 

The high light of social festivities of the whole conven- 
tion will be the annual banquet to be held Saturday night 
at the Elks’ Club. Of particular significance is this, inas- 
much as Milo Rasmussen, prominent in the Salem associa- 
tion membership, is Exalted Ruler of the Salem B. P. 0. E. 
Mr. Rasmussen promises an enjoyable time for everyone 
and a rousing climax to the twenty-seventh annual con- 
vention. 

Mrs. T. M. Barr of Salem is chairman of the social com- 
mittee for the Women’s Auxiliary delegates to the conven- 




























Top picture: D. W. Ashton of Buffalo; Walter C. Kimball of 
the International Heater Co., Utica, N. Y.; Thomas R. Grieves 
of the U. S. Radiator Corp.—Middle picture: Joseph Hennes- 
sey of the Edward Joy Co., Syracuse; D. Cady Fulmer of the 
E. P. Bates Co., Syracuse; Thomas Burns of Burns Bross 
Syracuse.—Bottom picture: A group of Buffalo men attending 
the convention—Photos taken at the recent annual conven- 
tion of the Heating and Piping Contractors New York State 
Association, held in Syracuse, N. Y. 
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tion. Serving with her will be Mesdames E. O. Pratt, 
A. C. Nelson and Elmer Ling; Mrs. J. B. Nathman is 
chairman of the entertainment committee, other members 
being Mesdames Joseph Graber, Jacob Spaniol, George 
Huley and A. Godfrey. The Salem ladies will also receive 
the assistance of the Portland officers in entertaining. 

Mrs. J. A. Bernardi, president of the Salem Auxiliary, 
states that, while plans are not entirely complete, it is 
expected that a reception will be held for the visiting 
ladies on Friday morning at the Chamber of Commerce 
rooms, with a luncheon that day at the Elks Club. Fri- 
day afternoon a card party will be enjoyed, and in the 
evening there will be a theater party for both ladies and 

Saturday there will be automobile tours about the city, 
with visits to many places of interest, such as the various 
state institutions, a large new paper mill, two linen mill 
plants just completed, and the immense flax fields recently 
given over to this industry. 

The afternoon of Saturday will feature the annual meet- 
ing and election of officers, reports of committees and 
other business of the Oregon Women’s Auxiliary. This 
will be held immediately after luncheon, and adjourn- 


ment will follow in time for the delegates to rest and 
prepare for the banquet and ball in the evening. 





DETROIT SANITARY AND HEATING CONTRACTORS’ 
ANNUAL BANQUET AND BALL 


The annual banquet and ball of the Detroit Associa- 
tion of Sanitary and Heating Contractors was held Thurs- 
day evening, April 21st, at Findlater Temple, Detroit, 
Mich. An excellent three-course dinner was served which 
was made more enjoyable by special vaudeville acts dur- 
ing the course of the meal. Thomas E. Carson, the as- 
sociation’s secretary, acted as toastmaster. 

H. O. Nelson was called upon by the toastmaster and 
responded by emphasizing the necessity for greater co- 
operation among the various units of the industry. Mr. 
Nelson was followed by N. J. Kennedy, general man- 
ager of the J. J. Davis & Sons, Inc., who emphasized the 
hecessity for greater understanding and appreciation of 
the plumbing and heating business, if we are to acquire 
the proper public esteem. He paid further tribute to 
the important work done’ by the plumber in furthering 
the cause of sanitation and the fact that the plumber’s 
importance to his community is as great as is that of 
the physician, and that his remuneration ought to be 
commensurate with the service rendered the community. 

Mr. Larkin of the Kimball-Eisenberg Co., and president 
of the Detroit Chapter of the National Association of 
Salesmen, gave assurance that the salesmen were cog- 
nizant of the fact that their prosperity was linked with 
that of the master plumber and heating contractor and 
that they were striving to give greater service to their 
customers by promoting constructive ideas. 

Wm. G. Miller, president of the Detroit Association of 
Sanitary and Heating Contractors, made a few appropriate 
remarks on the aims and ideals of the association. 

Immediately after the dinner and speeches those pres- 
ent proceeded to the ball room, where an excellent or- 
chestra furnished music for dancing. Novelty was added 
to the program by good lighting effects. There were over 
{wo hundred and fifty people present. The committee on 
arrangement responsible for the success of the event con- 
sisted of John S. Nawrot, Charles Kalin, Robert Sunquest, 
Victor Geersens, Morris Garelik, William Hughes, William 
Schonhofen and Henry Ziegler. 





A Masonic Temple to cost $100,000 is to be built at 


Lebanon, Ind., under the supervision of Daggett & Hib- 
ben, Indianapolis, Ind., architects. 
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This &° That, Here&?T here 


During the week three large plumbing and heating 
contracts have been reported. At the same time, building 
projects of great size are contemplated for a number of 
cities. The following are some of the large awards and 
contemplated projects: 

N. Connolly of Philadelphia, has been awarded the 
plumbing contract for the new Nurses’ Home of the Phila- 
delphia General Hospital to be built in that city. The 
contract amounted to $63,333. The heating contract 
which amounted to $32,282 was awarded to the Com- 
bustion Equipment & Engineering Co. in that city. 

The Crescent Plumbing & Heating Co., Louisville, Ky., 
has the plumbing contract, and F. A. Clegg & Co., of 
Louisville, have the heating contract on the $2,000,000 
building for the Heyburn Building Co. of that city. 


The heating contract of $37,295 for the new school to 
be erected at Pratt and Mulberry streets, Philadelphia, 
has been awarded to McClintock & Co., of that city. S. 
Faith & Co. will do the plumbing in the building. The 
latter bid amounted to $27,697. 


Plans are being prepared by Joseph Beck, architect, 
317-319 San Jacinto Annex, Beaumont, Tex., for the con- 
struction of a 16-story, 600-room hotel building for J. 
Reilly Flanagan, who is representing Chicago interests. 
The structure will be of face brick, tile, trim stone and 
reinforced concrete, private baths with hot and cold 
water and circulating ice water in all rooms, a vacuum 
heating plant and ventilating system. It will cost about 
$2,000,000. 

The Court Realty Co., Indianapolis, Ind., Edwin G. 
Kemper, president, will erect a store and apartment in 
that city at a cost of $1,000,000. 
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Top pictare: Miss Viola Buehler and Mrs. W. J. Buehler, 

Searsdale, N. Y¥.—Lower picture: Mrs. B. Joseph O'Donnell 

and her daughter, Mrs. T. M. Hefferman, of Syracuse. At the 

recent state convention of the New York Master Plumbers’ 
Association, at New York City 


R. G. De Lappe, architect, 1017 Ray building, Oakland, 
Calif., is preparing plans covering the $1,500,000, 16- 
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SIGN VALUE DETROIT 


BRONZE ond IRON-BODY VALVES 


Scott Medium and Extra Heavy Iron 
Body Gates are known to the trade 
for their full weight and sturdy con- 
struction. Well proportioned and man- 
ufactured in accordance with the high 
standard of quality characteristic of 
all Scott Valves, they have uniformly 
maintained the record of Scott prod- 


—Jiteratuce ucts for dependability and long life. 
gladly sent Made in inside screw and O. S. & Y. 
on request types, screw or flanged ends. By-pass, No. £48 
when desired, on sizes 6” and larger. Ex. Hvy. 0.S.&Y. 
w.th By-Pass 


SCOTT VALVE MFG. CO. 
‘MAXIMUM SERVICE PER DOLLAR” 


SCOIT VALVES 


A COMPLETE LINC OF 


BUILT FOR LONG LIFE 
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story, 96-apartment building at 1515 Oak street in that 
city. 

The contract will soon be awarded for the erection of 
the $1,000,000 Municipal Art Museum of Baltimore, to 
be built in Wyman Park. Bids for the contract will be 


advertised by Charles H. Osborne, head of the bureau of 


buildings. 
Schools 


The Louisville, Ky., Board of Education will build a 
gymnasium for the Theodore Ahrens Trade School in that 
city at a cost of $60,000. 

A $260,000 Junior High School building is to be erected 
at Bowling Green, Ohio, by the board of education. F. P. 
Reigel is president. 

The Selma Township Board of Education, Springfield, 
Ohio, will erect a fireproof building for assembly pur- 
poses, remodel and repair present school buildings and 
build a sewage disposal plant. Eastman & Budke of 
Springfield are the architects. 

Koph & Deering, Indianapolis, Ind., are the architects 
for a school building to be built for the Indianapolis 
Board of Education at a cost of $183,750. 


Plans for a gymnasium for the Norwood, Ohio, High 
School are ready for bids which will close on May 16. 

Bids are open on a new school to be erected at a cost 
of $200,000 in Lockland, Cincinnati, Ohio. 

R. C. N. Monahan, 255 Main street, Pawtucket, R. LI., 
will be the architect for the proposed new grade school 
for that city. William A. Newall is superintendent of 
schools. 


Plans will be ready for bids early in June for a grade 
school to be erected on Wilbur avenue, Somerset, Mass. 
E. M. Corbett, 70 Bedford street, Fall River, Mass., will 
prepare the plans for the building which will cost about 
$50,000. 


H. J. Schnell, 593 Linden avenue, Memphis, Tenn., has 
been awarded the plumbing contract for the Junior High 
School to be erected at Carr avenue and Bellevue boule- 
vard, Memphis. The Fischer Heating Co., 367 Adams 
avenue, was awarded the contract for the heating and 
ventilating. Jones & Furbringer, Porter building, are the 
architects. 

Megow & Maddock, South Milwaukee, Wis., have been 
awarded the plumbing contract for the shop building 
which is to be added to the vocational school at Cudahy, 
Wis. 

The Thomas Heating Co., Racine, Wis., submitted the 
lowest bid for heating which amounted to $5,387, and the 
P. Richards & Son, Markesan, Wis., were low bidders on 
plumbing with $3,300 for the high school which is to be 
rebuilt at Montello, Wis. 


Provost Brothers, Ashland, Ore., were low bidders on 
the plumbing and heating contract for a new school 
building at Phoenix, with a bid of $7,715. 

The Elway-Miller Co., Aberdeen, Wash., was the suc- 
cessful bidder on the plumbing, heating and ventilating 
for the addition to the Junior High School in that city, at 
a figure of $15,565. 

The town of Arlington, Mass., has voted favorably on 
the matter of appropriating $300,000 for the erection of 
a junior high school. The building is to be of two stories 
and a ground floor, but the latter is so far above grade 
that it will, in effect, be a full story with proper height 
and lighting. Plans call for a T-shaped structure, with 
an assembly hall and gymnasium. 
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Automatic — 


The Milwaukee Electric Water Power System is automatic. It starts 
and stops itself whenever necessary thus maintaining an even water 
pressure. The smal] motor assures economical power consumption 
and the especially designed displacement pump gives maximum effii- 
ciency under even the hardest working conditions. Large profits await 
you and this method of expanding your business will be found extra- 
ordinarily gratifying. 


WRITE FOR OUR PROFIT MAKING PLAN. 


MILWAUKEE —_ POWER PUMP CO. 


6 Keefe Ave. - Milwaukee, Wis. 








Who Used All the Hot Water? i 


This is a roar that 
is heard in too 


many homes. 








You 


can stop it 
with a 


“MERION” ‘ 


and just a 
whisper in 
your ear — 


“‘There’s real 
profit in 
stopping it 
witha 
Merion.”’ 


See the ‘‘Merion’’ in its 
new spring suit. Your 
jobber has them in stock. 























People say— 
‘“‘The Merion Heater Slows Up the Meter’’ 


JOHN WOOD MANUFACTURING CO. 
Conshohocken, Pa. Chicago Los Angeles 
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Henry T. Jones & Tabor, architects, Union National 
| Bank building, Houston, Tex., are making plans for the 
r | construction of an agricultural school of one story, brick, 
A Pipe threading | stone and reinforced concrete, to cost $100,000. 


machine for the small | The School Board of Quanah, Tex., is making plans for 
| additions to the high schools in that city to cost $75,000. 


Plans are being drawn by Ralph H. Cameron, architect, 
| City National Bank building, San Antonio, Tex., for the 


Accurate Threads, | construction of a school at Santa Rosa. Construction will 


| be of brick and concrete, one story, and will cost $60,000. 


Small Floor Space, l The Electric Service Co. of Laurel, Miss., has been 


awarded the contract for the plumbing and wiring for 
Convenient Operation the laundry, dining room and dormitory of the Mississippi 
and Brute Strength 











shop—that combines— 


State College for Women, at Laurel. The work will cost 
about $40,000. 

Bids will be received up to May 16, at 10 a. m., for 
remodeling and repairs to the Senior high school building, 
Florida street, Baton Rouge, La. The proposed improve- 
ments include masonry work, plastering, new flooring, 
plumbing and wiring. Plans and specifications may be 
obtained from Wogan Bernard, Baton Rouge, La. 






































J. M. Spain, Jackson, Miss., has placed on the market 
plans and specifications for general contract bids for a 
two-story reinforced concrete brick and stone trim school 
building to cost about $90,000. The building will be lo- 


cated at Houston, Mass. 


The plumbing and heating contract has been let to 
Lloyd E. Mitchell, 915 East Monument street, Baltimore, 
Md., on the $428,000 Medical school building at Howard 
| University, Washington, D. C. 

The contract has been let to the Fort Worth Heating & 

Plumbing Co., 45 Jennings street, Fort Worth, Tex., in 

the plumbing work on the $252,900 North Side High 


school building at Fort Worth. 





Apartments and Hotels 


No. 54% Merrell for 1-inch to 4-inch pipe. Schofield Bros., 21 Washington street, North Attle- 


Complete with A. C. single phase motor and 


conned Oke €. 0. bs. Teale boro, Mass., have been awarded the heating and plumbing 
0 0 8) ° ° . 7 


contracts on the hotel and store building at North Attle- 
5 : ; ’ boro. J. D. Leland & Co., Boston, prepared the plans. 

A pipe threading machine will make 
money for you if you buy the right 
machine for the work you have to do. 
Remember that pipe threading is hard 
work and must be done accurately The Wenzel & Henoch Co., Milwaukee, Wis., has been 
and quickly to be profitable. : ‘§| | awarded the plumbing and heating contract on an apart- 
, ment building under construction at 535 Terrace avenue, 
Merrell machines are not redesigned ii) | Milwaukee. 

hand tools or light weight make- if C. J. Kelly, 1259 Belmont street, Portland, Ore., is in- 


shifts made to meet a price. hey stalling extra plumbing in the Portland Hotel. 
are powerful, rugged machines built 
to last. 


A. A. Hoffmann, Milwaukee, Wis., has been awarded the 
plumbing contract on store and apartment building under 
construction at 6225 Fairview avenue, Wauwatosa, Wis. 


Henry Mason, Milwaukee, Wis., has been awarded the 
plumbing contract, and the Bon Heating Co., Milwaukee, 


Built in 17 sizes and styles to has been awarded the heating contract on a store and 


properly meet the demands apartment building now under construction at 1686-88 
of every shop — large or small. | | Hopkins street, Milwaukee. 


| M. H. Bettencourt has been awarded plumbing contract 
| on the new hotel building on Buckley street, Sausalito, 
| | Calif. 
L. G. Carlise, architect, Falls building, Memphis, Tenn., 
fot: is preparing plans and specifications for a 12-unit apart- 


PIPE THREADING get teh MACHINES | ment building to be erected for Mrs. A. M. Scott. 
rhe 





ds 
ea co , — 
|) Preliminary plans are being considered by Morris Nel- 


son of McAllen, Tex., for the construction of a ten-story, 


| 
| THE MERRELL MEG. Co. 300-room hotel of brick, stone and concrete to cost 
| 835 CURTIS STREET :: TOLEDO, O. $500,000. 





J. I. White, Houston building, San Antonio, Tex., is 
preparing plans for Robert C. Johnson of Mercedes, Tex. 
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That 
ODUPL 
Feature 


Without the “‘Duplex” feature, a water feeder 
must be placed so low that the danger line is 
reached before the supply valve opens. The 
“Duplex” feature assures real water line con- 
trol. Ask us to tell you why. 


Ask for Bulletin D 6. 
MSDONNELL & MILLER 


WRIGLEY BUILDING, CHICAGO 
Eastern Warehouse Stock, Bush Terminal, N. Y. (1) 




















Top picture: Otto J. Jettner of Milwaukee; John S. Jung of 

Milwaukee, National director; W. W. Hughes of Minneapolis, 

Minn.; George F. Reeke of Green Bay, elected state director.— 

Bottom picture: C, P. Finke, H. Geussenhainer, W. A. Frey 

and EK. A. Adag, all of Sheboygan.—Photos taken at the 

recent Milwaukee convention of the Heating and Piping 
Contractors Wisconsin Association 





for the construction of a five-story, 100-room hotel build- 
ing, 70x80 ft., of brick, tile and reinforced concrete, to 


cost $200,000. 


Emmet J. Hull, architect, Jackson, Miss., is completing 
plans for a seven-story steel, brick and stone trim hotel, 
to be known as the Bellevue-State Apartment Hotel, at 
North State and Boyd streets, Jackson, to cost approxi- 
mately $300,000. The proposed building will contain 54 
hotel rooms and 33 apartments. 

Mischler & Stein, Kenosha, Wis., have been awarded 
the steam heating contract on a theater, store, office and 
apartment building under construction at Kenosha. 

The Hampton Realty Co., Louisville, Ky., will erect an 
apartment building at 201 York street in that city at a 
cost of $139,000. 

W. T. Ayers, 3835 East Washington street, Indian- 
apolis, Ind., will build an apartment house in that city at 
acost of $50,000. 

Gardner J. Gwinn, Inc., Hoge building, Seattle, Wash., 
has awarded the plumbing and heating contracts on a 
hine-suite apartment building to the University Plumb- 
ing & Heating Co. of Seattle. 

he plumbing and heating contract for the three-story 
apartment building on Golden Gate avenue, near Bu- 
chanan street, San Francisco, Calif., has been awarded to 
the Ernst Co., 551 Hayes street in that city. 

Figures are now being taken on the $300,000, 6-story, 
120-room apartment for Lake and Madison streets, Oak- 
land, Calif. W. H. Weeks, 369 Pine street, San Fran- 
cisco, is the architect. 


Working drawings are being prepared and figures will 
be taken about May 15 for a $177,000, 5-story, rein- 
forced concrete, 50-apartment building at San Jose, Calif. 
0. R. Thayer, 110 Sutter street, San Francisco, is the 
architect. 

I. Block, Portland, Ore., is working on a plumbing con- 
'ract in a 13-suite apartment house at 772 Pettygrove 
street. 
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Gas Water Heaters and Storage Systems 


Always a step ahead! —in patented 
features, exclusive improvements 
and in money-making opportunities 
for you. $3 s¢ $3 


THE HOFFMAN HEATER CO. 
LOUISVILLE, KY. 











UNCONDITIONALLY GUARANTEED 


»ARROW> 


TRADE MARK 





rmm=awn 
QAZP=I 


PNEUMATIC—STORAGE—SPECIAL 


Our 


Black or Galvanized Catal 


The Novelty Steam Boiler Works Company [> 


Clare and Kloman Sts. Baltimore, Md. 








Tank Fittings of Quality 
1856 ‘*McSHANE”’’ 1927 


The ORIGINAL Compound Lever Ball Cock 
Elevated, Low-Down, Top and Bottom Supply 


Tank Levers and Valves 


McSHANE 


BELL FOUNDRY CO. 
BALTIMORE, MARYLAND 
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You have every- 
thing to gain and 
nothing to lose be- 
cause we uncon 


ditionally guarantee 
Plomb Tools. 


They are HAND 


FORGED to make 
good. 


Easy to select from 
a Board like this. 





Ask your jobber for 


catalog or write us. 








~ PLOMB TOOL COMPANY 


LOS ANGELES, CALIF., 2209 Santa Fe Ave. 


CHICAGO NEW YORK 
627 W. Washington Boulevard 1987 Arthur Ave. 


COMPLETE STOCK AT ALL POINTS 











SAFE! 


| Sentinel 
Automatic 


Gas 
Timer 











You sell 
more than 
a mere con- 
venience when you sell the Sen- 
tinel Automatic Gas Timer be- 
cause where a Sentinel is installed, 
safety for every occupant of that 
home or building is assured. 
With a Sentinel installed 


Tank Explosions are Impossible 
JUST SET IT AND FORGET IT! 


Order Sentinels from your 
Jobber or write us direct. 


THE OVEN EQUIPMENT & MFG. CO. 
New Haven, Conn., U. S. A. 











PATENTED 





























May 7, 1927 


Victor Marden, realtor of Portland, Ore., will build a 
four-story, brick apartment house to cost $185,000, at 
Sixteenth and Davis streets. It will contain 111 rooms, 
which will include 13 three-room and 36 two-room apart- 
ments, all with tiled baths, refrigeration and electric 
equipment throughout. 

The heating and plumbing contract for a new apartment 
building for John J. Nyhoff at Sheffield, Ala., has been 
awarded to the Machtolff Plumbing & Heating Co. of 
Sheffield. 

Charles H. Meredith, 805 West Bay street, Jackson- 
ville, Fla., has the plumbing contract on an apartment 
building being erected by the Ryals Construction Co., 506 
Clark building, Jacksonville. 


The J. F. Shea Plumbing & Heating Co., Portland, 
Ore., has started the plumbing installation on an apart- 
ment house at 269 East Twenty-fourth street in that city. 

Henry McNulty, Milwaukee, Wis., has been awarded 
the heating contract on an apartment building under con- 
struction at 689 Franklin street, Milwaukee. 


The Alaska Plumbing & Heating Co., Portland, Ore., is 
installing plumbing in a 21-suite apartment house at 896 
Alder street. The contract amounts to $8,000. 

The J. F. Shea Plumbing Co., Portland, Ore., is in- 
stalling plumbing in a 15-suite apartment house for the 
Matot Construction Co., at 534 Weidler street. 

From plans by Saul E. Moffie, Boston architect, an 
apartment building is being erected on Cambridge street, 
Cambridge, Mass., for Shapiro & Allen of Boston. The 
structure will be of brick construction, four stories, 96 
by 116 ft., and will contain fifty apartments. It will cost 
in the neighborhood of $200,000. 

The plumbing contract has been let to A. Haley & Co., 
305 West Fifth street, Charlotte, N. C., and the heating 
contract to Charles W. Christian, Myers Park, Charlotte, 
N. C., on the $130,000 apartment house being built for 
W. Fred Casey, Charlotte. 

Plans for the construction of an apartment house on 
the northwest corner of St. Paul and Thirty-third streets, 
Baltimore, Md., are nearing completion. The plans call 
for a four-story, brick structure representing an invest- 
ment of $200,000. Herbert C. Aiken is the architect. 


Churches 


The R. E. Runels Construction Co., Lowell, Mass., has 
been awarded the contract to erect a new church edifice 
for the Bethany Congregational Society at Coddington 
and Spear streets, Quincy, Mass., under plans drawn by 
J. William Beal Sons of Boston. The structure, which is 
to be built of granite, brick and limestone, will comprise 
two stories and basement and cover an area of 170 by 
100 ft. It will cost about $350,000. The heating con- 
tract has been awarded to the Stone-Underwood Heating 
& Ventilating Co., of Boston, and the plumbing contract 
to Troupe Brothers of Quincy. 

The Immanuel Reformed Church at Indianapolis, Ind., 
is to erect a new edifice at a cost of $75,000. 

Bids will be received until noon May 19 on the pro- 
posed re-enforced concrete, steel, brick, terra cotta, cast 
and limestone trim synagogue building to be erected on 
St. Charles avenue at Calhoun street, New Orleans, La. 
at an approximate cost of $250,000. The plans are being 
placed on the market by Emile Weil, Inc., Whitney Bank 
building, New Orleans. 

Work will begin early in the summer on a $100,000 
church at Granada, Miss. The financial end of the un 
dertaking will be borne by the Methodist congregation, in 
charge of the Rev. J. H. Holder. 
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Institutions 


Plans are completed for the Children’s Home to be 
erected by County Commissioners at Ashtabula, Ohio, 
calling for an expenditure of $175,000. 

The Methodist Hospital of Indianapolis, Ind., will erect 
an addition to cost $1,069,000 in that city, including a 
power house, 200 additional rooms, a nurses’ home, and 
a laundry building. The architects are D. Bohlen & Son, 
of that city. 

Kendall Taylor & Co., 142 Berkeley street, Boston, 
Mass., have completed plans for the new nurses’ home to 
be erected at Leominster, Mass., for the Leominster Hos- 
pital Association. 


Architects Wells & Hudson, Hanover, N. H., will pre- 
pare the plans for a dormitory building to be erected at 
Laconia, N. H., for the State School for Feeble Minded. 
Plans are to call for a 2-story brick building with base- 
ment. 

Harry Coombs, architect, 11 Lisbon street, Lewiston, 
Me., has been commissioned to prepare plans for an ad- 
ministration building at West Pownal for the Maine 
School of Feeble Minded. Mr. Coombs will also prepare 
the plans for an addition to the Lewiston High school. 

John S. Jung, Milwaukee, Wis., has been awarded the 
contract to install the heating system in Misericordia Hos- 
pital, Milwaukee. 
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Top picture: G. G. Slimpkin, Krubbe Co., Ine., New Orleans; 
William G. Bergner, secretary, National Trade Extension 
Bureau, Evansville, Ind.; E, D. Pearson, Ruud Mfg. Co., New 
Orleans branch; E. V. Hughes, New Orleans.—Lower picture: 
J. P. MeKay, Jackson, Miss.; J. L. Gunn, Jackson; George R. 
Gates, Bogalusa, La., and A. M. Marks, EverHot Heater Sales 
Co., New Orleans.—At the recent convention of the Louisiana- 


The Central Heating & Plumbing Co., Wausau, Wis. Mississippi Master Plumbers’ Association at Gulfport 


has been awarded the plumbing contract with its bid of 
$12,287 and the heating and ventilating contract with 
its bid of $18,486, for the county home-hospital which is 
to be rebuilt in that city. 

The plumbing and heating for the $25,000 addition to 


the Seattle Orthopedic Hospital has been awarded to Ash- 
well, Twist & Cook of that city. 

An appropriation of $11,000 has been approved by the 
State of Texas for the installation of a heating plant at 








JUST “Ask ’Em to Buy” 
A JOHNSON RED RING 
a | GAS LIGHTER- 
ce RRS “hese, AND THEY WILL! 


prise on wall plate up- 
0 by stairs lights 


There’s no weighty ‘“‘sales problems’”’ to deal 
with when you handle Johnson Red Ring 
Gas Lighters. 


con- heater in base- 
, ment. Dropping 

ating RED RING 

tract shuts off gas. 


They sell to every owner of a gas heater. 
ind., Their great convenience, the time and fuel 


Order a supply they save for your customers and the fine, 


pro- sure profit to yourself will make you both 
cast of Johnson Gas like them. 

— Lighters from 7 7 

ore your jobber. _ Ask ’Em to Buy” a Johnson and they 
Bank 


we JOHNSON-MURPHY CO. 
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Detroit, Mich. 
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“LUCKY STRIKE” 
Solid Bath and Basin Stoppers 


These plugs are ready <el'ers and you should feature them 
in your display space. Made of the finest material and 
guaranteed to give long satisfying service. Order from 
your jobber today. 


LAVELLE RUBBER COMPANY 


320 W. ILLINOIS ST., CHICAGO, ILL. 




















LIKE 


Gibraltar! 


The Martin Portable Vise Stand and 
Pipe Bender is as solid as a rock. It 
will withstand the most severe tests 
you submit it to. It isa mighty 
handy thing to have at the shop and 
unequaled as a time saver on the job. 


Write for Prices 


H. P. MARTIN & SONS 


626 E. 2nd St. Owensboro, Ky. 

















Phillips Self-Drilling 
Expansion Shell 


Econom‘cal and reliable for 
attaching equipment to con- 
crete walls, floors ceilings 
beams and columns. It has 
internal standard U. S. Threads for rods, bolts ' 
and screws. 


Quickly installed by hand. No drills required. Every 
shell makes its own hole. 

PHILLIPS DRILL COMPANY 
1537 Cortland Street Chicago, Ill. 

















For Years of 


Continuous 
Silent 
Service 


Kalamazoo 
Water 
Supply 

Systems 
Write for catalog 
National Water 


Lift Co. 


Kalamazoo, Mich. 


| 
| 
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the Women’s Confederate Home. The plans are in charge 
of H. H. Harrington, chairman of the State Board of 
Control at Austin. 

Ray Graham, Portland, Ore., is installing a $2,500 
plumbing contract in the Good Samaritan Hospital. 

The American Heating & Plumbing Co., 829 Baronne 
street, New Orleans, La., has been «warded the heating 
contract on the new Protestant Orphans’ Home at 3020 


| Magazine street, New Orleans, La. 








Of fice Buildings 


A theater and office building is to be built by the Foun- 
tain Realty Co., 608 K. of P. building, Indianapolis, Ind., 
on Fountain square, at a cost of $450,000. 

The Commercial Savings Co., Berea, Ohio, plans to erect 
a new building at a cost of $125,000. 

The C. J. Walker Mfg. Co., Indianapolis, Imd., will 
build a theater and office building in that city at a cost 
of $500,000. F. B. Ranson is the business manager, and 
Rubish & Hunter are the architects. 


The Breslin Sand Co., Louisville, Ky., will build a six- 
story office building in that city to cost $600,000. Joseph 
& Joseph are the architects. 

Bids will be called for soon for the construction of a 
theater, office and store building for Goldstein Brothers 
to be erected on State street, Springfield, Mass., at a cost 








Top picture, from left to right: G. J. Sellmeyer, chairman 
banquet committee; Frank E. Irish, president, Indianapolis 
association; Mrs. G. T. Watson; J. W. Wurz, chairman ball 
committee; G. T. Watson, chairman, arrangements committee; 
D. R. Ramsey, chairman, hotels committee.—Middle picture: 
Mrs. J. A. Diggle, chairman of the ladies committee, and vice 
president of the National ladies organization; Mrs, Chas. Holt- 
man, Mrs. G. J. Sellmeyer and Mrs. David Bluestein, all of 
Indianapolis —Lower picture: J. H. Daniels, Gary, retiring 
president of the state association; V. C. Knauth; Earl Clev- 
enger, Muncie, retiring vice president; Omar Morgan, Indian- 
apolis; J. M. Freitag, Terre Haute; J. A. Gallivan, Muncie— 
From photos taken at the recent convention of the Indiana 
Society of Sanitary Engineers 
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of $300,000. Blackall, Clapp & Whittemore, of Boston, 
are the architects. 


The Thomas M. James Co., 3 Park street, Boston, Mass., 
will prepare the plans for a new banking house and office 
building to be built at Colonial and Washington streets, 
Newport, R. I., for the Aquidneck National Exchange 
Bank & Savings Co. 

The Stamford Gas & Electric Co., Stamford, Conn., will 
build a six-story limestone and granite bank and office 
building, 50x200 ft., on Main street in that city. Howard 
Chapman, 315 Fifth avenue, New York City, will draw 
the plans. 

Wenninger Brothers, Milwaukee, Wis., have been 
awarded the contract to install a heating system in a 
large building at 1215 State street, Milwaukee. 

The John F. Ahern Co., Fond du Lac, Wis., has been 
awarded the plumbing and heating contracts on the 
$30,000 store building under construction at Fond du 
Lac. This company has also been awarded the heating 
and plumbing contract on the $6,500 addition to an office 
building for the Wisconsin Power & Light Co. at Fond du 
Lac. 

Architects A. H. Albertson, Joseph Wilson and Paul 
Richardson, Seattle, Wash., with whom is associated John 
Mead Howells of New York City as consultant, have just 
been commissioned to plan a twenty-four story building, 
to cost something over $1,000,000, for the Northern Life 
Insurance Co. of Seattle. The location of the building 
will be at the southeast corner of Third and University 
streets, and bids on the construction will be called for as 
soon as the architects get the plans out. 

Plans for the new Rochester Times-Union newspaper 
building at Rochester, N. Y., have been filed with the 
Bureau of Building. The Beale Construction Co. of that 
city is the general contractor. Howe & Thomas of Cleve- 
land, Ohio, are the architects. The estimated cost is 
$700,000. 


Industrial 


The J. W. Hull Plumbing & Heating Co., 1144 Madison 
avenue, Memphis, Tenn., has been awarded the contract 
for the plumbing, heating and ventilating in the Sears, 
Roebuck & Co. building being erected at North Parkway 
and Watkins street, Memphis. 

The Bergstrom Paper Co., Neenah, Wis., is building 
hew toilet rooms in its factory at a cost of $6,000. 

Work began April 25 by the Oswego Industries Corpo- 
ration on the Taggart Brothers Oswego Paper and Bag 
Corporation’s new $1,500,000 factory in Oswego, N. Y. 
The work will be under the direct supervision of E. E. 
Whitney, vice president of the Oswego River Power Cor- 
poration. The Oswego Industries Corporation has a two- 
hundred-acre tract there, on which several plants will be 
built in the near future, the first being the bag plant. 

Plans for a warehouse for the American Stores Co. 
have been filed with the Baltimore Bureau of Buildings. 
A. B. Kister is the engineer. The building, which will 
cost $120,000, will be located at Lafayette avenue and 
Smallwood street, Baltimore, Md. 

The Stromberg-Carlson Telephone Co. of Rochester, 
N. Y., will soon start the third unit of its new factory, at 
4 cost of $300,000. Sigmund Firestone is the engineer, 
and J. Foster Warner the architect. 

The Salzer Plumbing Co., 2322 North Villere street, 
New Orleans, La., has been awarded the plumbing con- 
tract on the new industrial plant and warehouse on In- 
dustrial Canal, New Orleans, for the Flintkote Co., Peo- 
Ples Gas building, Chicago, III, 


ENGINEERING 121 
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Sarco Man, 
says 
A dollar saved Nae 


Is a dollar earned. 4 

And you will save 

If you use 

The Steam Trap 
Sarco 

For it cuts fuel bills 

Also repair bills 

And Puts Methuselah 

To Shame 

By its long life. 

Many Sarco features 

Of special interest 

Are explained 

In Booklet M-114. 


Sent on request. 


SARCO CO., INC. 


183 Madison Ave., New York City 


Buffalo Chicago Cleveland Detroit Philadelphia 
Peacock Bros., Ltd., Montreal 
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PROVEN FOR THIRTY YEARS 


BETTER THAN ANY OTHER 


\ 
. 


Satisfy Customers 
Insure Profit on Every Job 
Cut Time Cost on Contracts 


No “Comebacks” 


ver 


E Rntnte hh A) 


= 


OCR rerr eres ee ee) 


USE “GOOD” GOODS EXCLUSIVELY 
They Place You and Your Work in a Class by Itself 
ORDER TODAY! 


GOOD MFG. C. 


The Best Workman's Value is Only Equal to the Material He Uses 


NEW YORK 
SAN FRANCISCO 
NIAGARA FALLS 


Use “Good” 
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BRYAN BOILERS 


Make Oil and Gas Heat 
a Real Economy 


You Cannot Burn Oil 
Economically in a Coal 
Burning Boiler 


COAL Demands certain boiler de- 


signs that defeat economical 
oil burning in them. The principle is 
wrong for oil or gas. 
OIL Demands certain boiler designs 
to properly burn oil and utilize 
the heat without waste. 


Equally as efficient and economical for 
gas in relation to cost. 





Steam-Vapor-Vacuum-Hot Water 


SOLD ONLY THROUGH THE HEATING TRADE 
ON EXCLUSIVE LOCAL SALES FRANCHISE PLAN 


Manufactured by 


BRYAN STEAM CORPORATION 


(Boiler Division) 


PERU, INDIANA, U. S. A. 
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William A. Sanborn has been awarded the contract for 
the construction of a warehouse at Cambridge, Mass., for 
the Beacon Warehouse Trust. The site, which comprises 
a total of 19,980 sq. ft., has a frontage of 222 ft. on 
Vassar street, and an equal frontage on the tracks of 
the Boston & Albany Railroad. A modern fireproof build- 
ing will be erected and, on completion, will be occupied 
by the United States Radiator Corporation, under a long- 
term lease. 

A modern three-story cold storage and packing plant 
will be built in Wenatchee, Wash., according to C. W. 
White, general manager of the District Co-operative Fruit 
Distributing Association. It will handle 150 cars of fruit 
at capacity, and all floors will be devoted to cold storage. 
A modern ventilating system will be installed. Exception- 
ally fine rest rooms for employees are also to be provided. 


The Valley Motor Co., Salem, Oregon, will build a 
structure to be used as a garage, to cost between $50,000 
and $75,000. The building will be one story, of concrete, 
165x330 ft. in dimensions. Work will be started as soon 
as the old buildings can be moved from the site. 

Bids are being received for a 4-story brick and steel 
bakery, 45x200 ft., to be erected at Green and Franklin 
streets, Cambridge, Mass., for the National Biscuit Co. of 
New York. James R. Torrance is the engineer. The 
project will cost around $200,000. 

The Vogt Manufacturing Co., Inc., St. Paul street, 
Rochester, N. Y., will begin the erection of a new plant in 
Fernwood avenue, estimated to cost $199,500. The build- 
ing will be 355x326 ft. John Pike & Son are the general 
contractors. 

The National Biscuit Co. has announced plans for a 
new plant to be built in Portland, Oregon, as soon as a 
site is chosen. The investment will run over half a mil- 
lion, depending upon the cost of the site. J. H. Viel- 
hauer is manager of the Portland branch. A slightly 
smaller plant than the one to be built in Portland will be 
erected in Spokane, Wash. 


Stores 


Joseph Prevot of Green Bay, Wis., has been awarded 
the heating contract on a large store and flat building 
under construction in Green Bay, and Van Oss Brothers, 
of Green Bay, have been awarded the plumbing contract. 

The Gooding Plumbing & Heating Co., Boise, Idaho, 
has the heating contract on the $200,000 store building 
which is to be built for the C. C. Anderson Co. of that 
city. The Model Plumbing Co. has the plumbing con- 
tract. J. O. Jordan & Son will handle the general con- 
tract. The plans were prepared by Tourtellotte & Hum- 
mel, architects, Failing building, Portland, Ore., who had 
as their associate A. E. Doyle. The building is four 
stories high, and 200x122 ft. 

R. A. C. Smith will build a new $10,000 plumbing shop 
at Eighteenth street and Avenue “H,’’ Birmingham, Ala. 

E. B. Green, manager of the Green Plumbing & Sheet 
Metal Works, Plainview, Tex., is planning the construc- 
tion of a building to house his business. 

S. B. Wells, plumbing and heating contractor of Qua- 
nah, Tex., is about to begin construction of a business 
building on Main street. 


Ashton, Huntress & Alter, 477 Essex street, Lawrence, 
Mass., have completed plans, and bids are now being re 
ceived for a 6-story brick and steel hotel and store build- 
ing to be erected at Mt. Auburn and Dunster streets, 
Cambridge, Mass., for the F. W. McAleer & Co, 
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Women’s Auxiliaries 


Germantown Auxiliary Gives Dinner and Dance 

The Ladies’ Auxiliary of the Master Plumbers’ Associa- 
tion of Germantown, Pa., gave its second annual dinner 
and dance, Thursday evening, April 21, at the Boys’ Club 
in Germantown. The hall was tastefully decorated and 
covers were laid for one hundred guests. By 6:30 guests 
began to arrive and in a short time every place was occu- 
pied. An appetizing dinner consisting of fruit cup, chicken 
pattie, mashed potatoes, peas, cole slaw, olives, rolls, 
coffee, ice cream and cake, was served. The dinner was 
prepared by the ladies of the auxiliary who cheerfully 
gave their services to make the affair a success. They 
felt repaid for their efforts as guests were very apprecia- 
tive. As Mrs. James Jerman, president of the auxiliary, 
has been suffering with a severe cold and was unable to 
officiate, the Honorable Howard Smith acted as toast- 
master. After giving a short resume of the progress of 
the auxiliary during the last two years, he called on Mrs. 
Jerman, president, Mrs. Wm. J. Magee, vice president, and 
Mrs. J. MceStay, secretary and treasurer, for short speeches. 
On behalf of the ladies, the toastmaster presented Mrs. 
McStay with a gift of a linen tablecloth and napkins, in 
appreciation of her services. After dinner, an orchestra 
furnished music for dancing. J. Jarvis rendered several 
solos, accompanied by Mrs. Jarvis. Six of the young 
members of the Boys’ Club also rendered some humorous 
songs. When the evening’s pleasure was brought to a 
close, guests departed with pleasant anticipations of the 
next dinner and dance. 


Philadelphia Auxiliary Gives Party for Scholarship Fund 
Mrs. H. L. Stilwell, president of the Women’s Auxiliary 
of the Philadelphia Master Plumbers’ Association, gave 
a party at her home at Thirteenth and Windrim avenue, 
on Wednesday afternoon, April 20, for the benefit of the 
scholarship fund of the association. A very pleasant after- 
noon was spent, and as the affair was well attended, the 
scholarship fund will receive a notable addition. 
Oakland County, Mich., Auxiliary Organized 

An addition to the ranks of the auxiliaries is the newly 
formed Women’s Auxiliary to the Oakland County Asso- 
dation of Sanitary Engineers, Pontiac, Mich. The new 
auxiliary has sixteen members, and its officers are as 
follows: President, Mrs. Fred Penny; vice president, Mrs. 
W. B. Chatterson; treasurer, Mrs. S. Steiler, and secre- 
tary, Mrs. George Tegges. 

Oakland-Berkeley-Alameda Auxiliary Holds Annual 

Dinner 

A never-to-be-forgotten evening, commencing with a 
delicious dinner in which baked Virginia ham, candied 
sweet potatoes and corn pudding played a leading role, 
and winding up with amateur theatrical numbers, was 
put on by the ladies of the Oakland-Berkeley-Alameda 
Auxiliary for their husbands at the association hall, 528 
Twenty-fourth street, Oakland, Calif., Monday evening, 
April 18. 

The ladies had decided to make this a “stunt night,” 
keeping the plans a deep secret until the last moment, 
When the famous “‘Men’s Ballet’”’ number came on, with 
dancing and singing. Their make-ups were the hit of 
the evening. The ballet was composed of Arthur John- 
son, Walter Grey, J. B. Morse, Victor Aikins, Lester Jack- 
son and N. J. Previati. Mr. Previati also rendered some 
airs from the Italian operas, which made a big hit. An- 
other hit was scored by Grey and Jackson with their duet 
dance numbers. Besides their chorus work, each mem- 
ber of the ballet contributed a rousing bit of solo work. 

Mrs. Grey and Harry Newman rendered a French skit 
that proved popular, and equally well received was Mrs. 
Arthur Johnson’s “kid number,’ a child’s song. As an- 
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E.M. Dart Mfg. Co. 

Providence, Rhode Island 
The Fairbanks Company, Sales 
Agents. Canadian Fac- 

. tory: Dart Union 
M. Limited, Toronto © 
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— as much as required 
If you need large quantities of hot water like the Borden Building, 
New York, you will always find a Patterson Hot Water Heater 
on the job. It will deliver water 


= 
— as hot as required 
It is because Patterson Hot Water Heaters can always be depended 
upon for such service that mammouth structures like the Wrigley 
Building, Chicago, use the Patterson. For then they are always 
sure of hot water 


— as fast as required 


The owners of thousands of buildings in every section of the 
country, especially the big, important buildings and plants like 
H. J. Heinz Co., Pittsburgh, testify to the efficiency and durability 
of the Patterson. 


Write for our new Catalog. 


THE PATTERSON- 
KELLEY CO. 


106 E. 40th St. New York City e: sf 

PS, Hot Water 
Atterson Heaters 

Dealers— 


A Profitable 
Seller 


for your 
off - peak 
season 


Here, at last, is an appliance that will help to round out 
your seasonable sales. Easy to sell, with liberal margin 
for you, the Ice-O-Lator system of gas refrigeration offers 
you new sales opportunities. 

Absolute silence, exceptionally low cost of operation—these 
and many other Ice-O-Lator advantages are easy to sell. 


Ice-O-Lator has been proven practical by a three year 
test in actual usage. Its quality is assured—it is made in 
one of the largest manufacturing plants in the country. 
Get the details now—just fill in the coupon. 


NATIONAL REFRIGERATING CO.,125 Munson St., New Haven, Conn, 


ICE-O-LATOR 


(TRADE-MARK) 
Fill in the Coupon for Complete Details. 


National Refrigerating Co., 
125 Munson Street, New Haven, Conn. 

Send complete details on Ice-O-Lator and the Ice-O-Lator Sales 
Plan. 














Name 
Dealer Jobber 
Address 


(Check which) 


City and State : ; 
(OST1757) 
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other surprise number, and the conclusion of the evening’s 
fun, the members of the ‘‘Men’s Ballet’’ staged ‘The 
Face on the Barroom Floor,” Arthur Johnson taking the 
lead and the others grouping themselves about the stage 
bar. 

Mrs. C. E. Diefenbacher headed the committee on ar- 
rangements, ably assisted by Mrs. N. J. Previati, Mrs. 
Arthur Johnson, Mrs. Victor Aikins, Mrs. Cooper, Mrs. 
John Collins, Mrs. J. B. Morse and Mrs. Philip Blake. 


Portland Women’s Auxiliary Active Socially 

The Women’s Auxiliary of Portland, Oregon, of which 
Mrs. J. R. Widmer is the newly elected president, spon- 
sored two social events in April. 

An evening affair was held to raise money for the schol- 
arship fund of the National Auxiliary. About thirty-five 
couples, consisting of master plumbers, auxiliary mem- 
bers and friends, met in the German Society Hall and 
spent a most enjoyable time. A delicious luncheon was 
served at the close of the evening. 

The second get-together meeting of the ladies was the 
regular April luncheon held at the home of Mrs. Charles 
Fullman, April 20, where, besides the informal social 
session, a business meeting was held and plans were dis- 
cussed for the coming annual convention in Salem, May 
20-21. The convention festivities, in which this auxiliary 
will take part, will close the social season until fall, as 
the ladies usually abandon regular luncheons during the 
summer months, giving over the time to picnics and out- 
door sports. 


The Simple Things of Life 


ARE THE MOST EFFECTIVE, AND THE SIMPLE WAYS 
of advertising often bring greater results than the more 
elaborate methods. The use of blackboard epigrams is 
a simple, inexpensive way to advertise your shop and you. 
A blackboard is certainly inexpensive enough, and cha! 
is cheap, too. With the chalk write one of the epigrams 
on the blackboard, and put it out in front of your shop. 
Starting with this simple means of attracting attention, 
you may get enough new business to branch out into a 
more extensive advertising campaign. 

Each week we select epigrams that we feel are catchy 
and bright, and this simple form of advertising will prove 
helpful to you if you will keep it up and write a different 
epigram on the board every day. You will be surprised 
at the amount of attention you will create by these epi- 
grams. Try them out for a while. Here are six for next 
week. There is no time like the present in which to 
make a beginning. 

* a * 
Leap before you look, and then look foolish. 


* * * 


He who lives for himself alone is a successful failure. 
* * a 
Don’t think a thing is impossible because you can't 


do it. 
* a oo 


There’s the male sex, the female sex and the insects. 
* * ce 


Some officeholders have more pull than a porous plaster. 
* * * 


Cheer up and let worry die of too much sunshine. 





A diamond set Exchange pin was recently presented to 
W. E. Stradling, master plumber, of Utica, N. Y., in ap- 
preciation for services rendered the Exchange Club. Mr. 
Stradling is a member of Stradling Plumbing Co. Dr. 
L. W. Platner made the presentation on behalf of the 
club, at the Hotel Martin. 











1927 


ing’s 
“The 
; the 
stage 


nh ar- 
Mrs, 
Mrs. 
e, 


vhich 
spon- 


schol- 
y-five 
nem- 
and 
was 


s the 
arles 
social 
» dis- 

May 
iliary 
ll, as 
x the 


out- 


VAYS 
more 
ms is 
| you. 
chal 
‘rams 
shop. 
ntion, 
nto a 


atchy 
prove 
erent 
prised 
» epi- 
next 
ch to 


ilure. 


can't 


cts. 


aster. 


fed to 
in ap- 
Mr. 


f the 








DOMESTIC 


TO OPEN THE GOLF SEASON 

It was on St. Andrews links. The beginner was an elderly 
gentleman, enjoying the reward of years of the hardest kind 
of labor. He was equipped with a heavy bag of clubs, repre- 
senting every known club. Acquiring a caddie at the club 
house he started off. He was bad on the first hole, worse on 
the second, and, although it seemed impossible, continued 
to get worse as he went the round. His caddie, accustomed 
to better things, all but burst into tears. 

At last the elderly gentleman became bunkered in one of 
the most impregnable hazards of the course. After endeavor- 
ing to dislodge the ball with every club in his bag, he turned 
to his caddy and asked feebly: ‘‘What shall I take now?” 

A gleam of hope sprang into the caddie’s eye. 


“Poison,” he suggested gloomily. 





A LONG ONE FROM “SY” MARTIN 
The Summer Girl 
Said the Summer Girl to the Old Sea Dog, 
“Captain, tell me a tale, 
Tell me a story of bounding seas 
And a ship with spreading sail.” 


Said the Old Sea Dog, as he lit his pipe, 

“T’ll tell of the fatal trip, 

Of the Martha B., what a tub was she,” 
“A lady?” 

“No; a ship.” 


“Our sails were set for Paraguay,” 

And the Old Salt rubbed his lip, 

“And a heavy sea caught the Martha B.” 
“The lady?” 

“No; the ship. 


“She was struck by a roaring gale 

And her seams began to rip, 

She lost her jibs, | could see her ribs—” 
“The lady?” 

“No; the ship. 


“And soon the poor old girl was full 

And her nose began to dip, 

And I said ‘Adieu,’ 
“The lady?” 

“No; the ship. 


as she broke in two—”’ 


“IT was rescued by a passing bark 
And sailed home to my Sadie, 
But she'd cleared from port with a tin horn sport—” 
“The ship?” 
“Tell, no; the lady!” 
“SY” MARTIN, Owensboro, Ky. 


YOULL FIND IT IN THE I. D. R. 
A colonel was transferred to a new command. 








On reaching 
his depot he found stacks of useless documents accumulated 
by his predecessors. He wired headquarters for permission 
to burn them. 

The answer came back: “Yes; but make copies first.” 

THE PROF GETS IN A DIG 

Professor (to student entering late): ‘When were you 
born?” 

Student: “April second.” 

Professor: “Late again.” 





And now there'll be snickers for the boss’s nickers. 


L ¥ T. 
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The average flow of water over 
the U.S. and Canadian Falls 
of Jiagara is estimated at 
222, 400 cubic feet per second, 
a potential horse power of 
approximately 4,900,000 


1” VS Automatic 
Electric Cellar Drainer 











Made-to-Measure 
Capacity 
Is True Economy 


UMPING economy is in accurate designing 
—notin the cost of the pump. Too much or too 
little capacity lessens value, That is true of every- 
thing you buy. 
When a pump fits a job exactly, it saves money 
as long as it lasts, Economy engineering coopera- 
tion, taken for granted in all Economy installations, 
assures this. It is worth more than the pump 
costs in actual savings. 
We have cause to be proud that this has always 
been our guiding principle. Our pumps deliver 
as specified, We have no “come-backs” but hun- 
dreds of favorable comments on past installations. 
That shows that our service is well applied and 
correct in principle. 
The experience of Economy engineers under 
many conditions is at your service. Let them 
help you tackle your pumping problem. 
ANNOUNCING A NEW ECONOMY PRODUCT 
1” VS Automatic Electric Cellar Drainer 
After years of experience insmallsump pump construction and 
application, Economy designers now introduce this sturdy junior 
member of a line of larger pumps. It fills a realdemand fora small 


electric cellar drainer at a price made possible only by careful 
experimentation in engineering and production departments. 
Outstanding Features 

Capacity 20G. P. M. 15 feet. 

WwW ill fit into bell of ordinary sewer tile. 

. P. heavy duty repulsion-induction motor of regular ver- 

tical design. (Not a horizontal motor stood on end.) 

Two pole float switch mounted high above damp and dirt 

on c.i. bracket. 

Renewable bronze bearings 

Motor mounted on mechanical pedestal cast integrally with 
cover plate. 

. Snug- fiting cover as contrasted with unsanitary open sump 


Ask for Bulletin No. 407 describing this type of pump in detasl. Write us. 


om > aes 


s 


Economy Pumping Machinery Company 
3431 West 48th Place, Chicago 
Representatives in Principal C ities—‘l clephone and address under 
Economy Pumping Machinery Co 
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Comebacks 


are numerous where pipe is 
installed to carry acid waste. 
There is only one sure pre- 
vention and that is to install 
Duriron acid-proof © drain 
pipe; and you make a better 
profit on every installation. 


Duriron is produced only 


me DURIRON cater‘one 
RIVERSIDE 


REFRIGERATOR DRAINS 
Rust Proof 











Galvanized - - 


3 SIZES 
Tapped 11,” - 114” 


Made by 


Riverside Foundry 
& Galvanizing Co. 


Kalamazoo, Mich. R T,,30-31 


Pearl White 


The Knott Pearl White 
Toilet Seats are covered 
with SEVEN coats of 
Dupont’s White Duco 
and then highly 
buffed. This neat 
appearing seat will 
blend with and’ 
add to any bathroom. 


EVERY KNOTT SEAT IS FULLY GUARANTEED. 
SOLD ONLY THROUGH JOBBERS. 





* SEAT No. | 
HINGE No, 70 








KNOTT MFG. CO., Tell City, Ind. 


EASY WORK! 
Peters Pump 


The use of Peters Pump for pump- 

ing wa’er or air into pneumatic 

tanks, or for elevating water to 

roof or attic tanks makes this hard, 

troublesome work 100% easier. If 

you have not seen this pump in- 

vestigate at once. It is different 

than anything yet built. i 
i 


Write for catalog 
PETERS PUMP CO., Kewanee, Iil. 
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Bath a Day Movement 


Inquiries are pouring in from every section of the country in 
response to the announcement that Rotarian George McCrary, 
of Birmingham, Ala., and Rotarian 
Paul Broome, of Bradley Beach, N.J., 
had secured copies of “The Story of 
the Bath” for distribution to the mem- 
bers of their local branches of the 
Rotary Club. There must be thon- 
sands of members of the Rotary, 
Kiwanis, Lions, Boosters and such other clubs who could, with 
advantage to themselves, take up this method of securing some 
fine publicity. 


fered. First ask for a complimentary copy of 
“The Story of the Bath.” Read it. You’ll find it 
positively fascinating—you’ll begin to understand why so 


many men in the industry have used it in their publicity 
work. 


Then make arrangements with your secretary to deliver 
a talk on matters of sanitation. In this little booklet you 
will find everything you need for what will undoubtedly 
be the most interesting talk your club has ever heard. 
You could, in fact, just mark parts of it for reading to the 
members of your luncheon club, and they’d vote it an 
original and diverting entertainment. 

Then, with a sufficient supply of the booklets on hand, 
having made them like it, pass out a copy to each mem- 
ber. You'll hear them talking about it—it will be taken 
into their offices and their homes. You will have done 
something to impress your name and your service on their 
minds—something genuinely original. 

It all hinges on the material in ‘‘The Story of the Bath.” 
If you haven’t read it, you can’t begin to conceive of the 
reasons for its popularity. Ask for a free copy. Just 
say, “Send me a copy of ‘The Story of the Bath.’’’ Ad- 
dress your request to ‘Domestic Engineering,’ 1900 
Prairie avenue, Chicago. 


H ERE’S the best way to realize the opportunity of- 





ROCK ISLAND AND MOLINE HAVE ACCOUNTING 
CLASSES 

Twenty master plumbers and bookkeepers of Rock 
Island and Moline, Ill., have commenced a course of study 
of accounting and business management as a class formed 
under the auspices of the Rock Island Master Plumbers’ 
Association. The first lesson was given at the class meet- 
ing place, the Rock Island Y. M. C. A., where the class 
will meet each Tuesday evening for the next 20 weeks, 
when the course will be completed. 

The course is given under the direction of the National 
Trade Extension Bureau of Evansville, Ind. Fred N. Set- 
terdahl, of Rock Island, has been engaged as the teacher. 
Those enrolled in the class are as follows: Rock Island: 
W. H. Collins, C. C. Rosenfield, R. C. Lamp, H. R. Gale, 
J. W. Nutting, R. R. Reddig, Roland Reddig and P. H. 
Kale; Moline: A. B. Dunsmore, George J. Speck, Mr. and 
Mrs. H. L. Hansen, W. L. Stang, Robert Thompson, 
Charles Van-Wonterghen, E. I. Lovestead, A. C. Hodgdon, 
C. Schmidt, H. F. Erickson and Miss Madeline DeWaelsche. 





E. A. Bohren, Portland, Oregon, has two plumbing in- 
stallations under way in new residences at 324 East Fifty- 
seventh street and at 804 East Seventeenth, Nortli. 

The Vancouver Home Co., Vancouver, Wash., which is 
just completing twenty-eight residences in the city, has 
now announced plans for a program of 50 additional resi- 
dences in a tract near the newly developed industrial se 
tion of Vancouver. 
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“1 A Few Cents is All That is Needed” 


You know, of course, that the ball cock is the one working unit of the 
ING closet tank that must work at all times. A leaky or noisy ball cock 
can cause no end of inconvenience and expense to both customer and 


yourself. 
Rock 


tos Sherwood Ball Cocks function unfailingly; prevent whistling or gurgling 
study 4 and close against any city water pressure, and will help you keep your 
ormed reputation at a high mark. 


mbers You’d be willing to pay dollars more for the service that Sherwoods 


meet- give, but a few cents is all that is needed. 


> class You can get prompt delivery from your jobber on Sherwoods. Insist 


weeks, upon them in new tanks and use them for repairs. 


_— SHERWOOD BRASS WORKS 
JEFFERSON AND MT. ELLIOTT STS. DETROIT, MICH. 


-acher. 
4: Representatives: 

sland: J. A. RIORDAN CO., INC. 
_ Gale, 1315 E. 7th St., Los Angeles 

> H 2012 L. C. Smith Bldg., Seattle 

Pp, i. E. S. THOMPSON, 2401 Chestnut St., Philadelphia 
r. and } FRED G. HOFFMAN, 831 Edgewood Ave., Trenton, N. J. 
npson FRED S. WILSEY, Plymouth Blidg., Minneapolis 
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atrous 


: Plumbing Fixtures | 


Dependable action and thorough modernity have caused the rapid adoption of Watrous 
plumbing specialties for the most up-to-date type of buildings throughout America. 











HE efficient action of Watrous fixtures and their freedom from com- 
plexity is well illustrated by the Watrous lavatory waste, illustrated 
on the left. It has approximately one-third the parts used in other wastes, 
and is easily cleaned without dismantling. 
The operating rod is provided with a universal ball joint to compensate for 
different hole spacings. A swivel feature connects the operating rod with 
the lever, permitting a rocking action to lift and lower the waste plug, and 
is adjustable for various thicknesses of lavatories. 












The conical expansion spring as applied to this waste serves the double pur- 
pose of maintaining a leak proof joint by its constant pressure and also holding 
the waste plug firmly in either an open or closed position. 






Note the contrast with other wastes having complicated screws and intricate 
adjusting rods, and waste plugs with leaky stuffing boxes, continually getting 


out of order. These objections have been entirely eliminated in the Watrous 






WATROUS 
LAVATORY WASTE lavatory waste. 









WATROUS 






NOTHER example of simple and efficient action is the Watrous flush 

valve, shown on the right. Its design promotes correct sanitation 
and prevents water waste by delivering the exact quantity of water required 
for a thorough flush by the make of closet with which it is used. Adjust- 
ment is effected by simply turning a screw. 










This vitally important feature should not be confused with regulation for varying degrees of pressure. 
The Watrous valve requires no regulation, from highest pressure down to approximately 5 lbs. 





Having a 25% larger diaphragm-area in the control chamber, the Watrous valve can be relied on to 
close off, even under low pressure conditions, where other valves often fail. 






‘ It has a larger water-way per second of opening, and therefore delivers water with extra volume and 
“punch,” which insures prompt flushing action. 








Write for full details. Loose-leaf catalog pages sent on request. 
PLUMBING DIVISION 


Watrous Flush Valves—Duojet Closets—Self-Closing Basin Cocks—Combination 
Lavatory Fixtures—Pop-Up Wastes—Liquid Soap Fixtures, etc. 


Sold by leading plumbing jobbers throughout the United States. 


THE IMPERIAL BRASS MANUFACTURING COMPANY | 












| 

} . 
1231 West Harrison Street BRANCH SALES OFFICES CHICAGO b 
| H. D. Tuck, 404 Marquette Bldg., Detroit, Mich R. J. Shank, 920 Grand Ave., Des Moines, Iowa t 
W. E. Blair, Jr., c/o Coronado Hotel, St. Louis, Mo. Continental Sales Co., 924 Metropolitan Life Bldg., Minneapolis, Minn. 8 
Thos. J. O’Brien, 1812 Exchange Bidg., Memphis, Tenn. Rex W. Williams, 402 Scott Bldg., Salt Lake City, Utah fi 

Dillard Eng. Co., Construction Industries Bldg., Dallas, Tex. Wm. P. Horn Co., 237 Rialto Bldg , San Francisco, Cal. % 

T. A.S. Hall, 318 So. 5th St., Louisville, Ky. L. C. Coombs, 1815 Rodney Drive, Los Angeles, Cal. % De 


Wm. P. Horn Co., L. C. Smith Bldg., Seattle, Wash. 
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PATENTS 


Plumbing Department 


1,421,787. Toilet Flushing Means. John Moore, Berke- 
ley, Calif. A device of the type described, comprising a 
tank, a discharge port carried by said tank, an overflow 
pipe communicating with said discharge port, a deodorant 
carrying cup fixed to the upper end of said overflow pipe 
so as to form a symmetrical enlargement thereof, a valve 


DOMESTIC ENGINEERING 


for admitting water into said tank, and an auxiliary tube | 
communicating with said valve and terminating in said | 


cup for conveying a portion of the water flowing through 
said valve into said cup. 














1,621,737. 


1 621,724. 


1,621,724. Bubbler Head for Fountains. Joseph P. 
Heeney and John G. Mitchell, Chicago, Ill. <A bubbler 
head comprising in a unitary structure an interior receiv- 
ing chamber, an open end bubbler chamber, a plurality of 
conduits leading from the receiving chamber and dis- 
charging into and near the bottom of the bubbler cham- 


ber and below the level of the highest part of the conduit, | 


each conduit having a tortuous path. 
* * * 


1,622,646. Bacterial Sewage Tank. Leonard S. R. 


Hopkins, New York, and Howard L. Corthell, Bronxville, | 


N. Y., assignors to Bacterial Sewage Purification Co., New 
York, N. Y. A sewage tank consisting of an upright ves- 


sel having at its upper part an annular gutter, an inlet to 
said vessel, an outlet conduit opening from the interior of 
the vessel and communicating with the gutter in the level 
thereof to discharge sewage thereinto, and discharge open- 
ings from said gutter for discharging effluent around the 
tank. 





Sat 6 


1,622,646. 





1,622,884. Boiler Stand. Osgood M. Redlon, Bath, Me. 
A stand of the character described, comprising a U- 
‘racket, means for supporting the U-bracket, flat plates at 
the ends of the U-bracket having tapering edges, boiler 
supporting brackets having grooves in their under faces 
fitting the plates, bolts projected through the boiler sup- 
borting brackets and through the plates, nuts on said bolts, 
aid one of said parts having longitudinal slots accommo- 
dating the bolts connected thereby whereby the boiler 
‘Upporting brackets are capable of adjustment, 
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Stasco Seats are Sold Pat. 
Only Through Plumbing 


and Heating Channels oe 


“Stasco” advertising is concentrated in magazines 
read exclusively by people who take interest in their 
homes and spend money on them. + 
The makers of “Stasco’’ Seats can profit only as 
the master plumber profits. If your wholesaler 
can't supply you write direct to us for complete 
j information 


Standard Tank & Seat Company 
Camden, N. J. 





No. 210 





Good Advice 


will save money for you on your 
next visit to New York. The popu- 
lar Hotel Martinique offers clean, 
comfortable, well appointed accom- 
modations at rates as low as 


$2.50 per day 


Once you have enjoyed the splendid 
food—perfect service and excep’ 
tional economy of this modern 


New York 


hotel, you'll always be 
sands of others—a welcome guest at 
the Martinique. Stop in—we'll be 
glad to see you. 


A. E. Sincteton, Res. Mgr. 


Hotel Martinique 


Affiliated with Hotel McAlpin 
BROADWAY — 32nd to 33rd STREET 


like thou- 


NEW YORK CITY 


















































ses oem 


ee 








DOMESTIC 








Makes Tedious Work 
Easy to Do 


Heating contractors and plumbers tell us that the 
most tedious part of their work is to paint the radiators 
and pipes. It takes time and mounts up in labor cost. 


Handigrip spray painting equipment makes this so 
easy to do that it’s fun to do it. Handigrip does an 
hour’s work in a few minutes. Drives paint quickly 
and thoroughly into 
hard to reach places. 
Plain bronze, sten- 
cil, oxidized, shaded 
or two tone effects 
easily obtained. Cuts 
down labor cost and adds 
to the profit on every job. 
Advertises the quality of 
your work and brings you 
more jobs. 


We are pleased to afford 
you a demonstration of 
Handigrip in your own 






. work. 
ro ccm ese Write for 
PLUMMER-HUFF COMPANY 
NAPOLEON « . * OHIO 








y The Rates are lowered y 


But the standards are as high as ever 


Some people judge everything by price. They ¥ 
think anything very expensive must be very good. ¥ 


b 
% 


4 


§ Most people don’t. 
I see that proved by public appreciation of our 
Y recently lowered rates. ¥ 
y We’re trying to make the Winton the best y 
a hotel “value” ever offered the public — and the ¥ 


public likes it. 

Winton service and comfort couldn’t be better 
¥ at double the price. The beds couldn’t be softer, 1 
the linen cleaner, the rooms airier, the staff politer 
if you paid us twice as much. 

The steward who buys the food is as particular 





“4 


RRR 
—s< 











as your wife. The chef is as fussy in his kitchen as y 
your wife is in hers. The waiters are swift, silent, ba 
and they never bring a medium steak when you’ve y 
said rare. 


The Winton is a good place to stop . . . good ae 
to you and good for your checkbook. Will you y 





be my guest? y 
Ao President Y 

New 150 rooms” $2.50 100 roome, $3.50 y 
Rates 100 24 $3.00 100 2% $4.00 y 
W. Stiles Koones, Manager y 











HOTEL 


WINTON | 


THE HOTEL WITH THE NEW POLICY 

















CLEVELAND 
Prospect at Ninth Y 
Large, outside rooms, all with bath. Our y 
own garage facilities. Coffee Shop q 
served by main kitchen . 
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1,621,950. Pipe Joint. Albert G. Perkins, Buffalo, 
N. Y. In a flexible joint for concrete pipes, the combina- 
tion of a pair of concrete pipe-sections, each provided at 
its ends with coupling rings, each ring comprising a base 
portion embedded in the pipe-section and a flange project- 
ing therefrom having a series of concentric corrugations 
extending substantially from the base portion to a point 


a 20 aa i) 
























ZB 
1,621,950. 
short of the ends of the flange to provide a marginal at- 
taching portion, and fastening means applied to the oppos- 
ing marginal portions of said coupling ring flanges to form 
a fluid-tight joint, said corrugated flanges being free to 
flex radially in response to relative movements of the 
pipe-sections. 
* © % 

1,622,652. Inlet Box for Drains. George H. Lang, 
Philadelphia, Pa. An inlet box for drains, including a box 
of larger diameter than the drain pipe, a grate adapted to 
be seated upon the box, and an inclined baffle depending 
from each grate bar and adapted to direct the flow of the 
incoming water toward the periphery of the box. 





a! 


1,622,993. 








1,622,993. Suction Device for Water-Closets. James 
D. Cameron, Tulare, Calif. In a suction device for water 
closets, a pipe for arrangement upon the bottom of the 


| closet seat and having inlet openings communicating with 


the interior of the closet bowl when lowered and having 
a lateral extension the under side of which is provided 
with an opening, a standard for arrangement alongside of 
the water closet independent thereof, a motor mounted on 
the upper end of the standard, a suction fan mounted to 
the inner side of the motor and oppositely connected to the 
shaft thereof, an inlet pipe extending horizontally from 
the suction fan and bent upwardly in a vertical extension, 
and a nozzle on the end of the vertical extension for el- 
gagement by the opening of the pipe extension. 
* » * 

1,622,983. Inclosure for Shower Baths. Michael J. 
Tracy, St. Louis, Mo., assignor to Pauly Jail Building Co. 
St. Louis, Mo. In combination with a plurality of parti 
tion walls, a shower bath inclosure spaced from sai‘ walls, 
said inclosure comprising a plurality of U-shaped plates 
in superposed relation, means for mounting the plates 02 
the inner surfaces of the walls, said mounting means Con: 
sisting of brackets projecting from the walls and clips 8& 
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eured to the sides of the plates, the brackets being adapted 


for engagement between the clips and plate and a suitable | 


J 
| 9 
| 


filling material in the space between the plates and parti- 
tion walls. 
* * * 


1,622,696. 
Charles Arthur Wulf, Indianapolis, Ind., 
American Valve and Enameling Corporation, Indianapolis, 
Ind. An inlet valve comprising a nozzle having a delivery 
orifice in its end, a valve sleeve telescoped thereover, the 
nozzle and sleeve being so formed as to produce a fluid 
passage between them, and the sleeve having a portion 
adapted to close the nozzle orifice, a toothed operating 


element journaled in the sleeve, and teeth carried by the 
nozzle and meshing with the operating element whereby 


the sleeve and nozzle may be relatively shifted axially to 


open and close the orifice. 














1,623,058 


s 
1,622,983. ew 
’ 7 


1,623,058. Pipe-Joint Filling Spout. Lemuel E. Kol- 
lock, Boston, Mass. A sectional spout for use in filling 
pipe joints, comprising two separable sections of substan- 
tially the same contour and of a size adapted to interlock 
when in engagement, one of said sections having an 
arcuate lip adapted to snugly fit on the bell end of one 
pipe, the other section having one of its bottom edges 
formed arcuate for snug fitting upon the adjacent pipe, 
and fastening means on each side of each of said sections 
to hold said sections in firm interlocking engagement and 
permitting, when released, complete separation of sections. 


* * * 
1,623,109. Flushing-Valve Mechanism. Philip Haas, 
Dayton, Ohio. In flushing-valve mechanism, the combina- 


tion with a tank provided with a flushing outlet and valve 
seat, and a vertical overflow pipe adjacent thereto, a valve 
engaging said seat and provided with a guiding stem, and 
a guide for said stem, of a bell crank lever pivotedly sup- 
ported adjacent to the upper end of the overflow pipe, and 
comprising a horizontally disposed weighted arm and a 
vertically disposed operating arm, said bell crank lever 
being provided adjacent to and on opposite sides of its 
Divot with stops to engage a stationary part, one of said 
stops being normally engaged and operative to support the 
Weighted arm in substantially horizontal position, and the 
other of said stops being operative to prevent the move- 
ment of said weighted arm into inoperative position, a con- 
lection from said valve stem to said weighted arm con- 
structed to permit the valve to move upwardly with 
respect to said connection, and a flexible connection se- 
tured to the operating arm of the bell crank and extending 
Outside of the tank, said tank being provided with guiding 
Means frictionally engaging said flexible connection, the 


Inlet Valve for Toilet-Flushing Mechanism. | 
assignor to | 


ee, ———— ee 
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Jones Hollow Ware 
products havea rec- 
ordofnearly years 
of satisfaction. 
Write for particulars 


Jones Hollow Ware 
Company 
Baltimore : Maryland 








What Do Your 
Books Show? 


If your books do not show that 


you are getting your share of the 
profits available to those who 
handle the Comet Radiator in- 
vestigate at once. The Comet 
is an efficient heating plant that 
will burn either natural or arti- 
ficial gas and is absolutely 
odorless. Why not write today 
for information about a pro- 
tected agency in your town? 








Manutaciured by 


COMET RADIATOR COMPANY 


2010 MARKET ST. PHILADELPHIA, PENNA. 
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ESTABROOK 


ROUND BOSTON 
GREASE TRAP 


Inexpensive and fully effective 
for the’drainage of clubs, hotels 
and restaurants. Designed for 
outside installetion and fur- 
nished with 4, 5 or 6inch outlets. 


R. ESTABROOK’S SONS 
204 First Street 
South Boston, Mass. 









Air-Tight Steel Tank Co. 


PITTSBURGH, PA. 


TANKS 








TANKS FOR: High pecan gas and air o—— Pneumatic 
— oil S soner—08 & urning equip- 
dem top— Welded. ATSC O Genuine Copper Brazed 


ra 
safest, strongest tank it is 
code tanks. 





cuales for high p 
possible to construct by any yknown process. A.S.M. 
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Mee 3 
Cut WrapLock band to size 
desired, pass band around 
work and through buckle, 
then pass around a second 
time and again through 
buckle (if more strength is 
desired pass through once 
or twice more). 





Slide split pin of tool on end 
of WrapLock tape, have it 
extend over the edge cf the 
tape, turn tool down away 
from rounded portion of 
buckle. 


Keep turning tool, until 
band rolled up has drawn 
so tightly that it forces it- 
self into the rounded por- 
tion of the buckle. 





To remove tool raise slightly 
and slip it out of rolled up 
band 
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Make your own Clamps — 


for any Purpose or Size 


Desired ... 


What WrapLock is 
WrapLock is a 
specially prepared, 
rust- proofed strip 
steel and a galvan- 
ized _ steel buckle 
that together make 
a locking band that 
neither strain nor 
vibration can 
loosen. 


What it Does 
WrapLock will bind 
and hold securely 
any shaped piece, 
round, square, hex- 
agon, oval or irreg- 
ular and can be 
used to hold two or 
more pieces of any 
shape securely to- 
gether. 

A Time Saver 
Ina minute you can 
make your own 
clamps for any pur- 
pose or size desired. 


Sizes and Prices 


Consumer’s Can: 
14 in.—30 feet to can 
$2.00. 

Shop Service Can: 
\4-in.—100 feet to 
can $4.00. 
Contentsof Can 
Each can con- 
tains a gener- 
ous quantity 
of metal buck- 
les,cotterpins, 
steel keys and 
one special 

ratchet tool. 





— 


Clamping patch over a 


cracked, punctured or 
split pipe 
Fr 7 
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frictional engagement of said flexible connection with said 
guiding means serving to cushion the return movement of 
said bell crank lever. 
oa * as 

1,623,755. Thermostat. George <A. Robertshaw, 
Greensburg, Pa. A thermostatic system, comprising a 
heat-conducting expansible container constituting a re- 
quired operating part of a standard heat exchange system, 
and a device secured as a unit to said container and com- 
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| prising the combination of an adjustable relatively non- 





expansible element with a self-closing valve co-operating 
therewith, said valve being adapted to be operated by the 
contraction and expansion of the container. 
* * * 
72,367. Bathroom Fixture. Stanley A. Frolking, Cleve- 
land, Ohio, assignor to Brilliant Glass Products, Inc., Bril- 
liant, Ohio. The ornamental design for a bathroom fixture 


substantially as shown. 









Packing number of pipes 
o 5% | 
k 

| Se d 


Holding a Plumber's 
patch. 





Extending Wrench 
Handle. 


If your jobber cannot supply you, write us. 


MOSLER METAL PRODUCTS CORP. 


MOUNT VERNON 


(Dept. D) 


NEW YORK 


—— — 











72,367 


fe 
1,622,951. 


1,622,951. Electric Water Heater of the Storage Type. 
Alfred Emile Lewis, Camperdown, New South Wales, Aus 
tralia. An electric water heater of the character described 
including a double-walled storage tank, an annular lid 
for said tank, an annular supporting flange projecting 
from the inner edge of the lid, an earthenware vessel pro- 
vided with an outwardly extending annular flange for el 
gagement with the flange on the lid for suspending the 
vessel within the tank, the wall of the vessel being pro 
vided with openings for establishing communication with 
the tank, a cover disk for the vessel, electric heating ele- 
ments suspended from the disk and arranged within the 
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May 7, 1927 DOMESTIC 
yessel, a coil arranged between the walls of the tank and in 
connection with a water supply, a float valve arranged in 
the upper part of the tank and connected with the upper 
end of the coil, and a valve controlled outlet leading from 
the bottom of the tank. 


Heating Department 


1,622,411. Pipe-Threading Machine. 
Cleveland, Ohio. A pipe-threading machine including a 
die stock comprising a substantially square plate having a 
work receiving opening, bosses radiating from said work 
receiving opening toward the corners of said plate, said 
bosses having longitudinal die receiving slots therein and 
transverse post receiving holes communicating with said 
slots, dies slidably receivable in said slots and having pins 














1,622,411. 


projecting from the sides thereof, posts loosely receivable 
in said post holes for slidably mounting said die stock on 
a support, said posts having longitudinal grooves therein 
and disposed obliquely with respect to the axis of the work, 
and said grooves having one end open for the reception of 
said die pins, the opposite ends of said grooves being 
turned laterally in a direction away from the axis of the 
work. 
* + * 

1,623,930. Oil Burner. Fred D. Lyons, Kansas City, 
Mo., assignor to Izora M. Lyons. An oil burner construc- 
tion comprising a base casting provided with an external 
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1,623.920. 


supporting flange, packing material supported by - said 
flange, said casting being also provided with external sup- 
porting lugs above said flange, a burner, bowl and an 
arched air supply conduit supported by said casting, and 


an annular reinforcing member supported above said pack- | 
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Bradford Borden, 





to Get the Incinerator Prospect 





Mi Oil and gas heating forces the use of in- 
a cinerators. The field is big and you have 
the advantage. Use the Kleenburn to in- 
crease your Merchandise sales—they give 
you more profit than labor only. 


Keineraron |} 


3 BUSHEL CAP.—GAS FIRED 
Adopted by 40 Gas Companies 








POPULAR RETAIL PRICE | 





Write for Literature and Discount 
THE KLEENBURN CO., 228 3rd St., Milwaukee, Wis. 








You Are the First Man 


® WHY NOT THE SALE? | 
Py 

















MULCLAER APTS. 
MEDFORD, MASS. 
O A.WATKINS, ARCH. 


gma and pri- 
vacy are neces- 
sary requirements in 
good apartment houses. 
Curtin noiseless tank 
fittings will attain a 
bathroom privacy and 








of individual apart- 
ments that the home 
owner enjoys. 


A. F. CURTIN VALVE CO. MEDFORD, MASS. 


aos ( TUR TIN —— 
TANK NO/SELESS Fittincs 








silence for occupants | 














THE 


OTTUMWA PIPE PUSHER 


THIS MACHINE SAVES 
DIGGING UP LAWNS 
AND STREETS. PAYS 
FOR ITSELF ON ONE 
JOB. 















Send 
for 


Circular 


Manufactured by 


H. C, WILLIAMS & SON 


OTTUMWA, IOWA 








and revolve only the light diehead. 


PIPE CUTTING AND THREADING MACHINES 


ECONOMY-SPEED-RELIABILITY 


THE CURTIS DIEHEAD makes the difference. 
half century of experience, has given satisfaction to over 30,000 users. It 
uses the common sense method of threading which is to hold the pipe stationary 


Readily Portable Models 14-2, 1-3 and 1-4 inch. Others up to 6, 8 and 12 Inches. 
THE CURTIS & CURTIS CO., 318 Garden St., Bridgeport, Conn. 


This diehead backed by a 
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A Tighter Fit 


Oatey Roof Flashings will 
fit tighter because they’re 
made better and are de- 
signed so that a close tight 
joint over the soil pipe is 
easier to make. 


Write for complete details. 





L. R. OATEY COMPANY 
5500 Walworth Avenue Cleveland, Ohio 
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Mi 


| 
i 1927 Convention 
Headquarters Hotel 


Ry 





a] 
it 33333 


Tagg 








| The selection of Hotel Radisson as head- 
} quarters hotel for 1927 convention is 
| justified by every standard of good 


| judgmient. 


MINNEAPOLIS | 
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ing by said lugs and embracing the ends of said air supply 


conduit. 
7 = a 


1,622,506. Steam-Fitter’s Appliance. Walter L. Graves, 
Hatfield, Mass. A pipe stand comprising a bench block, a 
pipe vise arranged at one end of said block, a pipe rest 
arranged at the opposite end of said block, a casing at- 
tached beneath said block, said casing having a hinged 
cover portion having co-operative locking relation with an 











element arranged on said bench block, sockets formed on 
said casing at a plurality of points, leg members insertible 
in said sockets for supporting said casing and bench block 
in service position, and means carried by said bench block 
for anchoring one end of one of said leg members whereby 
said member may be used as a handle for transporting the 


stand. 
* * * 


1,622,694. Pumping Unit. Walter W. Williams, 
Bloomington, IIl., assignor to Williams Oil-O-Matic Heat- 
ing Corporation, Bloomington, Ill. A pumping unit for 
transporting and delivering liquid comprising two enclosed 
chambers, a pumping element connected on opposite sides 
to the respective chambers, pipes in each chamber frou 
the pumping element extending adjacent the tops of said 
chambers, an intake pipe from the source of liquid leading 
into the chamber communicating with the intake side of 
the pumping element extending adjacent the top of said 
chamber and a delivery pipe leading from adjacent the 





























41 12 : I~ 
a“ 
1,622,694. 


bottom of the other chamber, the pipe leading to the in- 
take of the pumping element provided with an opening 
adjacent the bottom on the interior of that chamber 
whereby the liquid is allowed to pass into the pumping 
element and form a liquid seal therefor. 





Fred McClean, Portland, Oregon, is installing plumb- 
ing in new residences at 1349-52 East Flanders street, 
1105 Klickitat street and at 1362 East Bighteenth street. 
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Classified Advertisements 


8 cents for each word including heading and address. Count seven words for keyed address. 
One inch $4.00. Cash must accompany order. Copy should reach us eight days in advance. 


insertion. 


Minimum $2.00 for each 





Situations Open 


GOOD EXCLUSIVE DISTRIBUTIONAL 

proposition or side line for man with 
ability, calling on plumbing dealers. 
Communications strictly confidential. 
Koil-Les Heater Company, Geneva, III. 


WANTED IN CHICAGO TERRITORY, 

jobbers salesman. Single man _ pre- 
ferred, not more than 30 years of age. 
State experience. Address Key 347, 
‘Domestic Engineering,’ 1900 Prairie 
Ave., Caen 








DO ‘You WISH TO ASSOCIATE YOUR- 

self with a manufacturer of a quality 
line of plumbers’ brass goods? We are 
seeking a few live wire representatives. 
Let us have your past experiences, age 
and references. Address Key 836, ““Do- 
mestic Engineering,” 1900 Prairie Ave., 
Chicago. 


WANTED—FOR SALES PROMOTION 

work by prominent manufacturer of 
heating apparatus, young man about 
30 years of age with some knowledge 
of low pressure steam and hot water 
heating, living in the vicinity of Chi- 
cago. A splendid opportunity for the 
right man to develop into a successful 
salesman. State fully experience, salary 
expected and references. Address Key 
$48, ‘Domestic Engineering,” 1900 
Prairie Ave., een 





WANTE D—SERVICE “MAN WHO HAS 
had experience with silent NoKol, 
and has a fair knowledge of heating. 
Good future in southern city of 250,- 
0. Give eomplete employment record. 
References, ete. Address Key 851, 
‘Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 


Situations Wanted 


C CAPABI 4E PLUMBING MAN, 34, WANTS 

responsible position. Eight years 
plumbing and heating supply experi- 
ence as shipper, estimator, salesman 
and assistant manager. Seven years 
with present employer. Address a 
3, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 


GRADUATE ENGINEER 

Design and test of steam, hot water 
and warm air apparatus. Estimating 
and layout of heating systems. At 
present Chief of Engineering Dept. 
of Boiler Mfg. Co. State full partic- 
wars, East preferred. Address Key 
850, ‘Domestic Engineering,’ 1900 
Prairie Ave., Chicago. 














SITUATION WANTED IN SMALL 

town or city. Experienced in all kinds 
of plumbing and repairing. Good lead 
worker. Available on or after May Ist. 
House heating preferred. Address Key 
852, _ “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 


A live salesman, having long 
experience selling to the jobbers 
in Brooklyn and New York City 
desires a good saleable line on a 
flat commission basis. Address 


Key 849, “Domestic Engineer- 
ing,” 1900 Prairie Ave., Chi- 
~~ 


Miscellaneous 





ESTIMATING BLANKS, JOB ‘TICKETS, 

weekly time sheets, order books, il- 
lustrated stationery, etc., for plumbers 
our specialty. Reasonable prices, good 
work, prompt service. We pay postage. 
Samples and prices by return mail. L. 
Fink & Sons Co., School Building, 2 
rel Springs, N. J. Est. 1896. -31 


Headquarters for new and used 
pipe machines. We carry at all times, 
all sizes of guaranteed used pipe 
machines from 2 to 12” inclusive. 
New Oster machines always in stock, 
also new dies for all makes, 


THE O’BRIEN MACHINERY COMPANY 
113 North Third St., Philadelphia, Pa. 


Long Distance Telephone: Market 0727 
Cable Address: ‘“OBRIEN”’ "PHILADELPHIA 


HADCO STOP VALVE oe 


STOP VANE W?............. 
‘TO TURN OFF COLD WATER 


FF Mi cscsreronmracnecma 


Jesern 6, ANEY,INC, CONTRACTORS. 
STREET, “Agana Pours, MY, 
























th ame andaddress mace an ever- 
Panes Socoonenh. Send for samples and prices. 
HADDON BIN LABEL CO. Haddon Heights, N. J- 


Books for Your Trade Library 
PRACTICAL METHODS OF SEWAGE 

DISPOSAL. By H. N. Ogden and H. 
B. Cleveland. Covers in detail the 
problem of sewage disposal for resi- 
dences, hotels and institutions where 
connections to city sewers are not 
available. Size, 5%x9%4 in. 132 pages. 
Cloth. Price, $1.50. 














ts ey oy AND ANSWERS ON THE 

PRACTICE AND THEORY OF 
STEAM AND HOT WATER HEATING. 
By R. M. Starbuck. Fifth edition. A 
ready reference, dealing practically and 
briefly with the different phases of 
Steam and Hot Water Heating, Vacuum 
and Vapor Heating, Accelerated Hot 
Water Heating and Pipe Fitting in con- 
nection with Refrigerating Plants. A 
valuable work for the heating man. 
Covers all the points on these subjects 
he should be familiar with. Size 5x7% 
nae 150 pages. Price, postpaid, 


A PRACTICAL MANUAL OF STEAM, 

Vapor and Hot Water Heating. By 
E. R. Pierce. The latest and most com- 
plete document ever compiled covering 
the construction, operation, installa- 
tion, etc., of these types of heating. A 
real necessity in the library of the 
heating man. Contains more than 50 
heating tables and 60 illustrations, all 
up to date and helpful in the solution 


of your heating problems. Size, 54x 
8%, in., 316 pages. Cloth. Price, $3.00 
postpaid. 


STANDARD PRACTICAL PLUMBING. 
By R. M. Starbuck. An exhaustive 
treatios on all branches of plumbing 
construction, including drainage and 
venting, ventilation, hot and cold water 
supply and _ circulation. Shows the 
latest and best plumbing practice, spe- 
cial attention being given to the skilled 
work of the plumber and to the theory 
underlying plumbing devices and op- 
erations, Contains 347 original illus- 
trations, each drawn expressly for this 
work. A book every master plumber 
should have in his trade library. Size, 
Hy in. 406 pages, bound in cloth. Price 
3.50. 


PRACTICAL STEAM AND HOT WA- 

TER HEATING AND VENTILATING. 
By Alfred G, King. This book should 
be in every steamfitter’s library. A 
strictly up-to-date work, describing 
various systems of heating and ventila- 
tion. Besides the technical features, it 
contains hints on securing contracts, 
business methods, shop practice, rules 
and data for estimating radiation and 
figuring costs, and other tables and 
suggestions that are time savers. Size, 
6x9 in. 368 pages, 300 detailed illustra- 
tions. Cloth. Price, $4.00. 


Books Sent Parcel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 

















4c an issue—you might say almost nothing, yet 
dollars worth of new ideas, news, pictures of your 
outings and conventions, and a market section | 
that is saving plumbers money in all parts of the 
country. Ask yourself, can you afford not to be a 

@ reader—then forward your subscription. 
































EARL JUDD CORP. 


JUDD TOILET SEATS 


ARE BUILT TO A STANDARD OF CONSISTENT QUALITY 
Sold by leading jobbers everywhere 


WRIGLEY BUILDING 


CHICAGO 
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Standard Catalog Size 





13,000 Illustrations 








73/, x 1054 inches 




















Get the Latest Buying Data 


How often are you called upon to locate 
the source of supply of some particular trade- 
named article or specialty with which you are 
not familiar? Instead of spending hours of 
time looking for it, or substituting some other 
brand, would it not be a great convenience 
to open a book on your desk and locate it 
instantly? 


That is the service you can get every day 
from Domestic Engineering Catalog 
Directory. 


This Directory is completely revised from 
cover to cover and a new edition brought out 
each year. Adequate facilities are available 
for gathering information on changes of ad- 
dress or firm names, locating new concerns, 
new products and specialties and eliminating 
discontinued items. A staff of trained experts 
is kept busy the year around, both inside and 
outside of our office, collecting data, checking 


up and verifying every item for each new 
edition. 
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Please send us a copy of the 1927 edition of Domestic Engi- 
neering Catalog Directory in accordance with the special 
approval offer. We will either remit $5.00 or return the book 
within 30 days. 
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Street 


CO ..... 


In the 1927 edition 469 manufacturers 
show their condensed catalogs in the Catalog | 
Section. Many articles you buy and handle’ 
right along are illustrated and described. | 


Groupings of pages are made according to 
products which makes it much more. 
convenient for you to study lines and make 
comparisons than to look up individual | 
catalogs. 


Here you have an up-to-date catalog file’ 
bound under one cover for your desk and 
completely indexed. There is no uncertainty _ 
about its reliability, as all the data is up to 


the minute. 


Every article used in the industry, together 
with the trade name, is listed in the Directory 
section, comprising some 2000 headings. 
Among them are many new items and 


specialties never before listed in any directory. 
Following these listings is a comprehensive’ 
index with every article crossed under the 
various names by which it is generally known. 


Special Approval Offer 


As a reader of “Domestic Engineering” we want you to havé 
a copy of this Directory for inspection and approval. We feel 
sure when you see the book you will desire to keep it. If for any 
reason you wish to return it after 30 days’ free examination, you 
may do so without obligation. 


Take advantage of this liberal offer and mail the coupon today! 


Domestic Engineering Co. 


1900 PRAIRIE AVENUE CHICAGO, ILL. 
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